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GDitr (guaranty 

We guarantee every article in this book to be 
strictly as represented. 

We guarantee all our Plumbing Fixtures to be 
first quality, strictly A-grade, and perfect. 

We guarantee all our pipe, pipe fittings, brass 
valves, etc., to be regular, full weight product, 
equal to the best on 'the market, grade for grade. 

Should you place your order with us for any 
of this material, and find that it does not come up 
to our representation, or please you in every re- 
spect, we want you to return it to us and we will 
refund the full amount you have paid, together 
With all transportation charges. 

We guarantee absolute satisfaction with every 
purchase. 

Montgomery Ward & Co. 

NFW YORK CHICAGO KANSAS CITY 

FORT WORTH PORTLAND 
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Complete Line of High Grade Plumbing 
Material at Factory Prices 
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>0 anyone posted on plumbing 
values, or rather plumbing 
prices as upheld and controlled 
by the plumbers' combination 
throughout the country, this book will 
come as a complete surprise. On turn- 
ing over the pages and noting the 
prices at which we are offering these 
goods, the first question that will be 
asked is, "How can we do it?" "How 
is it possible for us to offer such 
modern high grade bathroom combi- 
nation, modern kitchen sinks, laundry 
tubs, high-grade pipe and fittings, 
valves, etc., in fact, anything and 
everything in the plumbing line, 
mean a saving to you of 30 to 50% over prices which 
accustomed to pay, or have been offered by your local 

\ Money 

is easy The high prices maintained by local plumbers 
ent the actual value of the goods; they are inflated 
by a wasteful and extravagant system of distribution, 
foods through the different channels which they pass 
the factory, unnecessary handling, etc., which they 
finally reaching the consumer, and compare this waste- 



ful method with our economical sales system, our system of handhng 
and distributing these goods direct from factory to you, and you will 
not have to look further for an explanation. . . 

The prices quoted in this book represent the real value of the 
goods, the actual cost of the material at the fac tory with our one 
Imall percentage of profit added. This is where the big saving 
comes in. 



As to Quality 



The quality of these goods is the very highest Do not allow our 
wonderfully low prices to lead you to believe that there £ anything 
of inferior or low grade quality about this material. We do not 
handle culls, seconds, or B* grade goods. Every article m this book 
is strictly first-class A grade, and free from defects or imperfections 
of any kind. 



Highest Grade Product 



These goods are all manufactured according to the very highest 
standard In workmanship, finish and material this product will be 
found equal to any on the market. In the manufacture of all our 
enamelware, the latest and most improved processes are used which 
represent "the most advanced state of the art in plumbing goods 

ma You a need e not hesitate to send your order to us for any article in 
this book, with full confidence that it will be strictly up to our 
representation. We absolutely guarantee satisfaction. 



The Free Engineering Service of Our 
Plumbing Experts 



our employ a competent force of technically trained 

ide practical experience, whose entire time is given up 
r the plumbing orders of our customers. There is no 
em that we cannot successfully solve for you. 
for a complete plumbing system that we receive is given 
ntion, special plans are prepared, and a system worked 
igineers that will be the most sanitary, serviceable and 
i every respect. The plans are drawn up in a very 
tnd concise manner, so that anyone can easily under- 

kr Will Be Handled 

ilists 

jeceived, your order is given our und ; vided attention 
s are shipped. 

mgh all the different stages, from our Drafting Depart- 
pping Room, on regular scheduled time. Our engineers 
n their line. In one day in our office there are probably 
problems successfully solved for our customers than the 
er has to contend with throughout the entire year, 
jly see what a tremendous fund of experience we have 
designing your plumbing system for you. 




After the plans are 
prepared, a complete de- 
tailed bill of material is 
made up to correspond 
with the plans, and your 
order is filled according 
to the list prepared by 
our experts. It is not 
hard to appreciate the 
great economic advan- 
tage of this wonderful 
system. 

Literally, we are your 
plumber. You present 
your problem to us, fill- 
ing out our information 
blank and answering the 
questions as requested. . , 

Our engineers analyze your case very carefully, specify the requirea 
material and tell you in clear and simple language, free from 
mysterious plumbing or technical phrases, just how the material can 
be successfully installed without the services of a skilled plumber. 
The subject is simplified and translated for you to a point where all 
you will have to do is to follow definite instructions and success is 
assured. 



OUR STRONG GUARANTEE 



the inside front cover of this book a facsimile of our 
e bond, under which all our plumbing material is sold, 
applies to every article in this book, so that you can 
t you run no risk whatever in placing your order with 
naterial is guaranteed strictly A grade, perfect and 
ts of any kind. This guarantee is your protection. 



We have a 42 year old reputation for honest dealing, and for the 

sake of maintaining our reputation, we cannot afford to accept your 
money unless you are thoroughly pleased. Our enameled ware is guar- 
anteed against cracking, peeling or chipping under ordinary use and 
every article in this book is guaranteed to be fully up to representa- 
tion, or you have the privilege of returning it, when we will promptly 
refund the purchase price and all transportation charges. 
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PLUMBING SIMPLIFIED 



You Can Do the Work Yourself 



We show on this page a diagram of one of our complete Plumbing 
Systems, as installed in the average building. The simplicity of 
the installation is self-evident. There is not a single connection 
shown in this diagram whch cannot be easly understood by any- 
one after a very few minutes of study. There is nothing mys- 
terious or difficult about any part of this entire work. It is merely 
a question of labor, pure and simple. 

There is no reason in the world why you cannot completely install 
one of these modern systems in your building, if our plans and 
instructions are carefully followed. If you have not the time to 
look after the installation of the material yourself, you can get 
in touch with some ordinary mechanic in your locality, who will 
easily be able to do this work for you. 

Many of our customers have followed this plan and found it to 
work out very nicely. It is usually not hard to find a good mechanic 
or handy man in any locality, who will be very glad to undertake 
a job of this kind at a fair working wage. He does not necessarily 
have to be an experienced plumber. By overseeing the installation 
yourself, you will have as good, or perhaps a more satisfactory 
job, than if any expert plumber had installed it for you. 

Seventy-five per cent of our customers who purchase our plumb- 
ing systems do all the work themselves. Many of them have suc- 
cessfully installed their systems, working only during their spare 
time. It amounts to nothing more nor less than a little good, 
substantial exercise, and after the job is done you will feel the 
better for it. 

Location Makes No Difference 

Many people labor under the erroneous iaea that modern plumb- 
ing conveniences are only practical in large cities and towns where 
eonnection may be made to city sewerage system, city water works, 
etc. This impression is entirely wrong. If these people could once 
realize how easy it is to install one of these systems, with a pneu- 
matic water supply outfit and septic tank for disposal of sewage, 
located any distance away from the building; and if they were 
aware of the wonderfully low price at which we are able to furnish 
all material required to completely install a modern system of this 
kind, there would, indeed, be very few homes throughout the 
country that would not at once become fully equipped with a 
modern sanitary system of plumbing. 

It is our aim in these pages to clear up these mysteries which 
exist in the minds of most people in regard to a plumbing instal- 
lation. A careful analysis of the diagrams on this page will make 
it plain to anyone that there is really nothing mysterious about 
it after all. There is not a pipe or connection in this diagram 
which does not serve a useful purpose. This is true of every 
plumbing equipment we sell. All useless frills, turns and connec- 
tions are cut out; but nothing is omitted which is essential to a 
good, safe and sanitary system of plumbing. 

The system as designed by our engineers for your building, will 
be the simplest, most sanitary and perfect system of plumbing 
that you could possibly install. It makes no difference whether 
your building is located in the country, entirely out of reach of 
all connection with city sewerage systems, city water works, etc., 
or in the midst of a large city. In either case, our engineers can 
plan a system for you that will be perfectly sanitary, and give 
you absolute satisfaction in every respect. You can easily have 
all the plumbing conveniences of a modern city home for a very 
small investment. 

No Sewer Gas Can Enter the Building 

It will be noted, by studying the diagram, that we arrange for a* 
main ventilating stack of 4-inch soil pipe, which rises from the 
main sewer connection at the ground line, and extends clear up 
the wall of the building, going out through the roof as shown. 
One of our adjustable roof flanges is placed around pipe where 
it goes through roof making a water tight joint. 

It will be noted that each fixture has a trap seal in the piping 
which connects with this ventilating stack. All sewer gases which 
accumulate in the septic tank or sewer, coming through the 
sewer pipe, are immediately drawn up through this vertical stack 
and discharged into the atmosphere above the roof of the building. 
It is impossible for any of this sewer gas to get by the water sealed 
traps, which are attached to each fixture, as shown in this diagram. 

On Page 4 we give a working diagram of a modern septic tank, 
which will automatically di spose of all sewage from any ordinary 
dwelling for many years, without renewal. 



Any Ordinary Mechanic 
Can Easily Do this Work 




For this Com- 
plete Modern 
Plumbing System 



See our Plumbing Offer No. 4 on Page 39 of this Book 

Includes complete modern water supply system — laundry 
tubs, sink, range, boiler and bath room outfit — with all 
pipes and connections for completely installing from ground 
lineup, as sbown. with plans and instructions for installing. 



BATH 
TUB 
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PLANS -and INSTRUCTIONS FREE 

WITH Mf COMPLETE PLUMBING OUTFIT 

Eveiy Detail is Clearly Explained 

We furnish a complete set of detailed plans and instructions with every complete plumb- 
ing system that we sell. These instructions and diagrams show clearly just how all con- 
nections are made to each of the different fixtures, and everything is so clearly explained 
that any one can easily understand. 

The brief general instructions given in these pages are simply offered to give a general 
idea of what this work is like. In the special instructions which our engineers prepare for 
you, we go fully into detail. A special plan or diagram is prepared covering each particular 
case, showing exactly how the fixtures should be properly located and all piping arranged. 

Threading the Pipes 

Threading the pipes is a very simple job. We will include with the tools which we loan 
you, all the necessary stocks and dies, pipe cutter, etc., for cutting and threading^ all the 
different sizes of pipes. We also include a pipe vise for holding the pipe while it is being 
cut and threaded. 

Our instructions explain in detail how to use all the different tools. After these instruc- 
tions are read over carefully, you will know just how to proceed. It is simply a matter 
of following our plans and instructions carefully, and measuring off the different lengths 
of pipe required, making and cutting them off to the required length and threading the 
ends. As far as the threading of the pipes is concerned, after you get the die once started 
it is as easy as turning a handle. 

You Cannot Possibly Go Wrong 

There is no p'ol^l^hance for you to go wrong in the work, if our plans and instructions are followed. Should any special point come up 
in the installation that is not entirely clear to you, you always have our Correspondence Department at your service. We are only too glad 
at all times to give our customers every possible assistance. It is to our interest, as well as yours, that you get your plumbing system suc- 
cessfully installed. We will leave no stone unturned to help you out every way we possibly can., 

Most Convincing Proof 

The members of the plumbers' associations throughout the country often refuse to install plumbing supplies that have not been purchased 
from them. Few plumbers there are who are not members of these associations. In spite of this fact, we sell enormous quantities of plumb- 
ing goods every year. Who installs this material? Not the plumbers, but our customers themselves, with our simple directions, coaching 
and assistance. Our plumbing systems have been successfully 
installed in every instance. Is this not convincing proof that this 
work can be done without a plumber? Are you going to let the 
mere matter of installation stop you from saving $50.00, $75.00 
or $100.00 on your plumbing job? Think it over! 

The Soil Pipe Joints Are 
Easily Made 

Making the soil pipe joints is one of the simplest operations 
on the entire job. Our regular cast iron soil pipe comes in lengths 
of 5 ft. It is easily cut by simply taking a sharp cold chisel 
and hammer, and notching it all around its circumference, at 
the point where it is desired to cut it. After it is well notched, 
it can be laid on a stone or sharp corner, and if given several 
good blows of the hammer around the circumference where it 
has been notched with a chisel, it will break right off, with a 
clean and even break. 

These lengths of soil pipe are made with a bell or hub on one 
end, and a spigot on the other end. The spigot end of one length 
fits into the hub of the length below it. Rope oakum is then care- 
fully packed in around the hub joints to within about three- 
quarters of an inch of the top of the hub, and packed down 
tight. On top of this is poured hot molten lead. After the lead 
becomes set, a regular plumbers' calking tool is used, and the lead 
is calked down tight all along the circumference of the pipe, 
making a gas and water-tight joint. And that is all there is to it. 

Where it is necessary to pour lead into a horizontal joint, a 
damp cloth may be rolled into a rope form and tucked in tight 
around the hub of the pipe. A small opening is left at the top 
for pouring in the lead. After the lead cools, the cloth is re- 
moved and the lead is then carefully calked in tight with a 
calking tool, as before explained. 
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SEWAGE DISPOSAL 



ON THE 
FARM 

AN EASILY CONSTRUCTED SEPTIC TANK 



The Septic Tank illustrated and described on this page will automatically dispose 
of all sewage from your building for many years without renewal 
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The modern plumbing and sewage disposal systems of today are the net result of the combined work, knowledge and 
experience of the great sanitary engineers of all ages. In these modern times, with this great fund of knowledge and 
experience to draw upon, there is no reason why any modern country home should not be equipped with a satisfactory system of sewage 
disposal, and a modern system of plumbing. The problem has been thrashed out and successfully solved long ago, and there is hardly an ex- 
isting condition to be met with in the installa- 
tion of a sewage disposal system which we are 
not at this time well able to cope with. 

During the last twenty years the matter of 
sewage disposal from isolated buildings has 
been the subject of much investigation and 
study. The result of these investigations has 
been the complete working out and perfecting 
of sanitary sewage disposal systems of dif- 
ferent designs, any of which offers a complete 
solution of the problem of sewage disposal from 
the farm or country home. 

It has been found that in any cesspool where 
an accumulation of sewage is collected, there 
is a constant natural decomposition taking 
place, caused by the natural processes of oxida- 
OO tion and nitrification brought about by micro- 
organisms or bacteria, which multiply rapidly 
under proper conditions, and by so doing com- 
bine the oxygen of the air with the organic 
matter contained in the sewage. The result is a 
complete chemical decomposition of this organic 
matter leaving a very small percentage of sedi- 
ment, the greater percentage being transformed 
into clear liquid, and a small percentage passing 
off as gas. Air is as necessary for this process 
of decomposition as fuel is to a stove. 

The Problem Completely Solved 

After this very important discovery the 
problem of sewage disposal from isolated build- 
ings was completely solved. We show on this 
page a plan and sectional elevation of a Septic 
Tank Cesspool of simple construction for de- 
composing sewage, in which all of the principles 
set forth in the above are very carefully applied. 
This tank is constructed of concrete, as shown 
in diagram, and about the size of dimensions 
marked. By carefully studying the diagram it 
will be observed that the tank is divided into 
two sections marked, "A" and "B." The sew- 
age from the building comes in through the inlet 
pipe and is discharged into Chamber "A." In 
this chamber the sewage passes through the first 
process of decomposition. 

Liquid Soaks Away Into Soil 

Clear liquid forms in the center, the sediment 
settles to the bottom, and a floating scum ac- 
cumulates on the top. It is just beneath this 
top scum that the decomposition takes place, and 
by observing the connection between Section "A" 
and Section "B," it will be noted that only clear liquid can pass from Section "A" into Section "B." Each time that any amount of sew- 
age comes from the building through the inlet pipe, an equivalent amount of clear liquid is displaced up through the goose neck soil pipe 
connection, and is discharged into Section "B." In Section "B" it undergoes a further decomposition and purification, and finally passes out 
through the outlet pipe, as shown. 

Air is admitted through the open cover, shown at the left, directly above Section "A." The cover over Section "B" is a closed cover. 

From the outlet a sewer tile or soil pipe connection is made, and extended to a system of land drain tile. This land drain tile is laid 
over an area of ground with distributing branches to the extent of about 1,000 lineal feet of tile, all properly divided and branched off, 
so as to secure a complete distribution of the sewage liquid over as wide an area as possible. Ordinary agricultural drain tile is used, 
and is laid with open joints. The clear and harmless liquid flowing through this tiling, which should be laid with a gradual pitch to its 
furthest point, and also imbedded in cinders of other porous filling, gradually disappears, soaking out through the porous tile and open 
joints, etc., into the soil. In this way it is completely disposed of. 

A septic tank sewage disposal sysrtem of this kind will last many years, and requires little or no attention. Sediment should be removed 
about once a year, which can be done through top covers over each section of septic tank, as shown. 
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LET US BE YOUR PLUMBER 

WE HELP YOU TO HELP YOURSELF 
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Cobble Stones 



A Septic Tank Cesspool 

For suburban homes, etc., where a large land area is not available for the 

distributing tile required for the disposal of the clear liquid from the septic 
tank, as explained on Page 4, a septic tank cesspool, such as shown in the 
accompanying illustration, may be substituted for the double chambered 
septic tank that we have just described. 

To construct this cesspool, a hole is dug into the ground about 8 to 10 ft. 
in diameter, and about 10 ft. deep. If preferred, this cesspool may be con- 
structed in a square shape, and it will work just as well. After the exca- 
vation is made, the entire bottom is filled with coarse cobble stones, to a 
depth of 12 in. On this bottom the inner shell of the cesspool is built of 
mortar and stones, or brick; or it may be built of solid concrete construc- 
tion, using crushed stone and Portland cement. The shell is built up, walls 
being about 8 to 10 in. thick, as shown in diagram. After cement becomes 
set, the entire inside of basin is carefully smoothed and troweled off with 
Portland cement, making a water-tight receptacle. 

The entire space between the shell and the walls of the excavation in the 
ground is then filled up loosely with coarse cobble stones, as shown in dia- 
gram, clear to the top. The walls of the excavation should come within 2 
to 4 feet of the surface of the ground. The shell of the cesspool is then 
carefully arched over with brick or cement. The arch may be built on a 
wooden form which may later be removed, the top may be made of cobble 
stones, capped with a box trench encircling the entire circumference over the 
top of stones, as shown. A manhole ring and cover of cast iron are placed 
at the top, level with the ground surface, so that sediment may be removed 
from cesspool whenever it becomes necessary. The inlet and outlet pipes 
are placed as shown. The sewage from the house comes in through the 
inlet pipe, and the process of decomposition takes place as explained on Page 
4. The only difference is that this is a single chambered tank, the second section being omitted. Clear liquid rises up through the outlet pipe 
and is distributed over the top of the cobble stones, where it gradually soaks away into the ground and disappears. 

Connecting the Closet Outfit is Simplest of All 



Many people have the erroneous idea that no one but a skilled plumber is capable of successfully connecting up and in- 
stalling a closet outfit. It is indeed a very simple job. There is nothing mysterious or difficult about making any of the 
connections, and it does not require a skilled plumber to do the work. The connections are so very simple that any 
ordinary mechanic can easily install one of these outfits in a very short time. 

We have explained on Page 3 how the soil pipe joints are made, and the mere setting of these lengths of soil pipe 
in line, and calking the oakum into the joints, and then pouring in the lead and calking it carefully, is the most diffi- 
cult work connected with the installation of one of these closet outfits. There is surely nothing about this work that 
any ordinary mechanic cannot easily master with very little trouble. A tee is placed 
in the main soil pipe stack. A closet bend is Calked into the hub of this tee. The 
neck of the bend is allowed to project about one inch above the floor line. 

After all joints are carefully made, the floor is laid and fitted around the neck of 
the bend. The mouth of the bend is then carefully flanged over the floor. This soft 
lead can easily be hammered out with an ordinary hammer, and flanged down flat over 
the floor surface. A rubber gasket is then put on with a mixture of soft putty and 
white lead, applied to both surfaces. On top of this the closet bowl is set, and screwed 
down tight to the floor. This gives a water-tight and gas-tight joint. 

The supply tank is then fastened to the wall and connected to the bowl by slip joint 
connections, which is simply a coupling which screws up tight against a rubber gasket. 
These slip joint connections are made with an ordinary wrench without the least 
trouble. There is nothing about any part of this work that any ordinary person 
cannot easily understand. The supply pipe of the closet outfit is %-inch in size, and 
is threaded for iron pipe connection. After the bowl of the outfit is set and connected, 
as above explained, it is then simply a matter of making connection between the water 
supply pipe in the building and the 3 / 8 -inch supply pipe of the closet outfit. When 
this connection is made, the job is finished. 



jZZZZZZ. 



Soil Pipe Need Not Be Concealed 

For installation in old buildings it is not necessary to tear out plastered walls, or 
break open partitions, etc., to install any of our modern plumbing systems. By a little 
ingenuity it can easily be arranged so that you can carry the soil pipe up in the 
corner of the bath room. In running the pipe down through the first floor, it can 
generally be arranged so that this pipe will come up inside of a closet or concealed 
corner in one of the rooms, so that it will be scarcely noticeable. If desired, it can 
be carefully boxed in and this casing, or box may be painted, or wall papered over, to 
match the decorations of the room. 
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Nothing Difficult About It 
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ALLCONNECTIONS FORIRON PIPE 

YOU WILL NOT HAVE TO DO ANY SOLDERING OR 
DIFFICULT WING of JOIKTSioINSIALLTHESE FIXTURES 

The Only Tool You Will Need 
to Connect the Pipes is a Wrench 

Through the use of our special Cast Iron Threaded Drainage Fit- 
tings we can use regular iron pipe for making all waste connections 
from the fixtures, so that all lead work, soldering, wiping of joints, 
etc., is entirely done away with. No lead pipe required on the entire 
job. 

We can furnish the fixtures with threaded outlets for connection 
to Standard iron pipe thread. After you have the fixtures ket in 
position, it is simply a matter of measuring the pipe to the exact 
lengths required, putting it in the vise and cutting it off, threading 
it, and then fitting it into place with an ordinary pipe wrench. 

The accompanying illustration shows clearly how this is done, and 
you will readily understand what a simple job it is. If the building 
is a new one, this piping, etc., should all be placed between the joists 
and set, before the floor is laid. If the building is an old one, it will 
be necessary to cut the floor out in places, as shown in this illustra- 
tion; but this can easily be patched up again, so that it will scarcely 
be noticed. 

Our plumbing systems can be successfully installed in either new 
or old buildings without any trouble whatever. We use galvanized 
piping on all our plumbing systems. This pipe is heavily galvanized, 
both inside and out, and when once installed it is good for a lifetime. 
Lead pipe is a thing of the past for plumbing installation. 




Our special cast iron drainage fittings are 
used throughout on the waste piping system of 
all our modern plumbing systems. 



The Water Supply System i= 

We illustrate here one of our modern "LAKESIDE" Air Pressure 
Water Supply Systems, for the farm or country home. In this outfit 
we have the solution of the water supply problem for the country 
home. Simple and easily understood. Nothing about it that can pos- 
sibly get out of order. All the trouble and annoyances of the ele- 
vated tank, such as freezing in the Winter time, and the water 
becoming warm and stagnant in Summer, etc., are eliminated. 

This tank Can be placed in the basement of your residence. It does 
not take up much space, and the water will always be nice and cool 
' in Summer, and without any possibility of freezing or giving trouble 
in Winter. You will have an unfailing supply of water at all times. 
A few minutes' pumping each day will supply all requirements for 
the ordinary household. 

There is very little to be explained about this outfit. 

The water is taken from well and pumped into tank at bottom, 
as shown. As the water enters, the air originally contained within 
the tank is compressed and a pressure is developed. This pressure 
gradually increases as more water is pumped into the tank. In addi- 
tion to this an extra supply of air is pumped in with the water from 
the small air cylinder, marked "B" in the diagram. This is to make 
up for the small percentage of air which is absorbed by the water 
when it is drawn off from the tank. The size of this cylinder has 
been carefully determined from experience. Just enough air is sup- 
plied to keep the pressure in the tank always at the right point, and 
to entirely make up for the loss of air by absorption which takes 
place in the tank. The water is drawn off from the tank through 
pipe C, which is connected to the house plumbing fixtures. 

For prices and other details, see Page 34. 
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WE LOAN YOU THE TOOLS 

We May Beat Your Local Plumber's Estimate 50% . 

The above statement is a broad one. It may seem to you like an exaggeration, but it is not. It is a posi- 
tive fact. The saving may not be as great as this, in all cases, but it has been as great or greater in most 
cases. 

If you are contemplating improving your home, or building a new one, and have made an allowance in 
your figuring for the plumbing installation according to the estimate furnished by your local plumber, before 
going further prepare a diagram of the building, or fill out one of our plumbing information blanks and 
send it to us for our estimate. You will find when you compare our figures, that by taking advantage of 
our proposal, purchasing the material at our very low prices, and looking after the installation yourself, that 
you will have sufficient funds left over to pay for many additional improvements 
which before may have seemed entirely beyond your means. 

It is not our purpose to mislead you. We have made no statements in these 
pages which cannot be backed up as facts by past experience. We have no 
desire to either exaggerate the saving that you can make by taking advantage 
of our prices, or to under estimate the labor involved in getting the material 
installed after it reaches you. We would much prefer that you get your local 
plumber's estimate first. We want our proposition to stand squarely on its 
merits. We want you to see just exactly what a saving our prices mean to 
you before you send us your order. 

As to the installation, the material will not fly into place. It requires good, 
muscular strength to put it there. But with the inherent interest, energy and 
enthusiasm displayed by most people in building a home of their own, this is 
something that is lost sight of. Skill or previous experience are not essential 
to install our plumbing systems. So far as your being able to do the work is con- 
cerned, that we will guarantee, if you follow our plans and instructions. Intel- 
ligence is all that is required. We w r ould rather lose your order if we were 
not fully confident that when the job is done we w T ill have saved you money, 
and you will be fully satisfied. 

To Get Our Figure 

Our special plumbing information blank explains fully just what information we need in order to make an intelligent estimate on a 
plumbing equipment for your building. If you do not find one of these blanks enclosed in this Catalogue, write us, and we will be pleased to 
send you any number you want. 

Fill out one of these blanks carefully; let us know what bath room fixtures you prefer to have us figure on— whether you want kitchen 
sink, range boiler, hot and cold water supply piping system, laundry tubs, etc.— and give us the Catalogue numbers of the fixtures you select. 

With this information, and with the diagram of your building which you give us, as called for on our blank, our engineers will prepare 
a complete estimate for you on the' entire plumbing system, including just such fixtures as you have selected, with all necessary piping 
and fittings required for the installation. Our proposal, with full specifications describing the system we propose to furnish, will be 
sent to you by return mail. W"e make no charge for estimates. Whether you buy or not, we will cheerfully furnish figures. Do not 
hesitate to write us. % 

Our Complete Plumbing Offers 

On Pages 40, 41, 42, and 43 of this book you will find our complete house plumbing propositions. Read these over carefully. These 
proposals have been carefully figured out to cover average conditions. If you find that your case is similar to any of these, you need 
not hesitate or wait for a special estimate. 

Take advantage of any of these special low offers. Send us your order right from the Catalogue, giving us the Catalogue 
number of the proposal you accept. Send us remittance with diagram of your building, as requested. We will promptly ship the ma- 
terial out to you, and will have special plans prepared and sent to you by return mail. This will save considerable time and 
delay. You take no chances, as we will guarantee satisfaction. 

In the event we find that your case is different from any of these Standard installations, our engineers will prepare a special esti- 
mate for you, and our full specifications with special estimate will be promptly mailed to you. 

Our Liberal Offer on Tools 

If you have not the necessary tools for installing your plumbing system, we will 
cheerfully loan them to you. The cost of the tools required to install any of these 
plumbing systems if you were to purchase them is $15.00. You will find the complete 
set fully described and illustrated on Page 48 of this book. After you are through using 
the tools, they can be returned to us as explained, and we will refund the amount 
charged for them, less 10 fo w r hich will be charged to cover our cost of handling. 

Our Shipping and Order Filling Facilities 
Insure Prompt Delivery 

Our stores and stock rooms are equipped with the latest devices and systems for 
the handling of goods and filling of orders. We have spared no expense to insure our 
customers accuracy and despatch in the shipment of their goods. We get the best 
service and transportation equipment the railroads can give anyone. 

Your goods are on the w 7 ay in a surprisingly short time after your order reaches 
us, and while your order is being filled and the shipment is on the way, our engi- 
neers are preparing the plans and instructions covering the installation of the equip- 
ment and these will be promptly mailed so that they will reach you about the same 
time as the material. Our broad guarantee of absolute satisfaction protects you. 
You need not hesitate to send us your ofder. 
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Leader 



Outfit 



» Bath 
Room 

with High Tank Closet, Syphon Wash Down Pattern. A 
High Grade Guaranteed Outfit at a Very Low Price 




THE BATH TUB 



The Bath Tub furnished with this out- 
fit is of the very highest grade. Genuine 
white porcelain enameled on the inside 
and over the roll rim. The tub is cast 
from the very best grade of soft gray iron, 
and each casting is very carefully and 
thoroughly inspected during the process 
of manufacture for imperfections in either 
the casting or the enamel. Every one of 
these tubs is fully guaranteed to be abso- 
lutely perfect in every respect before it 
leaves our factory. The tub measures 5 
feet long, and 30 inches wide, extreme 
outside measurements. There is a heavy 
3 -inch roll rim around the entire tub. The 
tub weighs approximately 3 5 0 lbs. crated 
for shipment. The trimmings include 
nickel plated combination Fuller bath 
cock, with nickel plated hot and cold 
Indexed handles; nickel plated connected 
waste and overflow, with slip joint con- 
nections, and nickel plated supply pipes 
to floor. All pipea are fitted with special 
nickel plated floor flanges, as shown. 
The white porcelain enamel on this tub is 
applied through a special perfected 
process, which eliminates the possibility 
of any loose patches. 



QUALITY GUARANTEED 



Our "Leader" Bath Room Outfit, above illustrated, is designed for durability and service. 
It has a very neat appearance and will fully do justice to any modern home. This outfit will 
stand much harder usage, and is much less liable to get out of order, than many of the more 
stylish and much higher priced outfits on the market. If you want a good, substantial bath 
room outfit, one that will stand the hardest service, one with greatest durability and at the 
same time moderate in price, we strongly recommend this outfit to you with the absolute assur- 
ance that you will be more than satisfied. The fixtures are all guaranteed to be of the very 
highest quality, free from flaws, imperfections, or defects of any kind, guaranteed to be the 
regular standard full weight fixtures. If you will carefully read the detailed specifications of 
this outfit as given below and make comparison with those offered by others, you will readily 
see that our offer means a saving to you of anywhere from 3 0% to 50%. Why be without a 
modern bath room outfit in your home when you can get such a high grade combination as this 
at such an exceptionally low price? So far as the installation is concerned, you are not 
dependent upon your plumber. Through the use of our special cast iron threaded drainage 
fittings, as described on Page 4 7 of this book, you can use threaded iron pipe for all waste 
connections, and we can furnish all connections to the fixtures' for iron pipe thread so that any 
man who can cut and thread iron pipe and screw it together, by following our very simple plans 
and instructions can install this outfit for you. Or you can do the work yourself during your 
spare time, and the saving will be greater. Fill out one of our special Plumbing Information 
Blanks and send it to us; give us a sketch of your building, marking where your bath room 
will be located, and indicate how you would like to place the different fixtures. Our estimators 
will prepare a complete proposal for the entire equipment, including all pipe and fittings 
required to install the entire outfit. You will be really surprised at the v.ery low figure we can 
make you Remember, if you have not the necessary tools, we will cheerfully loan them to you. 
as per our offering on Page 4 8 of this book. Write today for our estimate. 



any loose patches, rough spots « 

peeling. The tub is fully guaranteed against peeling or cracking in the enamel. Tub is 

mounted on ornamental cast iron legs. Size of waste outlet, 1% in. Size of supply pipes, 
% in. 



THE CLOSET 



The Closet furnished with this combination is without any question one of the most service- 
able and durable outfits on the market. The elevated tank gives much greater velocity to the 
flowing water, and makes it absolutely positive in flushing. Tank is of large capacity, golden 
oak finish, with rounded corners, and is lined with heavy copper. It is equipped with the 
latest type of ball cock and flushing valve, of the goose-neck syphon pattern, which never 
fails to work; entire mechanism of tank is of the very simplest and most perfect construction 
ever devised. Will not get out of order or give trouble. Tank has a capacity of 5M: gallons. 
Heavily nickel plated flush pipe connects tank to bowl with slip joint nickel plated elbow. 
Tank can be furnished with either top or bottom supply. In ordering, state which Is wanted. 
If furnished for bottom supply connection, we include nickel plated supply pipe to floor, as 
shown. Ball cock is of the compound lever type and is guaranteed to close against any pressure. 
Seat and cover are of golden oak to match tank, very substantially made with nickel plated 
extension hinges, as shown. The bowl is of the very latest type, syphon wash-down pattern. It 
is made of the best quality of vitreous earthenware, with white glazed finish. The bowl is fully 
tested and inspected before shipment, and guaranteed perfect before leaving the factory. Outfit 
is equipped with nickel plated floor screws and washers, for fastening bowi to floor, and nickel 
plated chain and handle pull. The outfit is finely finished, artistically designed and an 
ornament to any bath room. Entire outfit is fully guaranteed to work perfectly and give entire 
satisfaction in every respect. The roughing-in measurement of bowl is 1 2 inches from center 
of outlet to wall. Weight, complete outfit crated for shipment. 100 lbs. 



3CP5630I 



THE LAVATORY 

The Lavatory is cast in one solid piece. 
It is of the broad, square type, with 
roll rim and rounded corners, as shown. 
The slab measures 24 inches across, and 
extends 18 inches out from the wall. 
The back is 10 Inches high, with roll rim 
and corners, as shown. Size of bowl, In- 
side measurement. 11x15 Inches. Lava- 
tory is furnished with patent overflow and 
recess soap dish. It is supported by 
heavy ' concealed cast iron wall brackets, 
and is fitted with heavily nickel plated 
Fuller basin cocks: nickel plated supply 
pipes to floor, with air chambers; and 
nickel plated long "S" trap to floor. 
Nickel plated floor flanges are furnished 
to cover places where pipes go through 
floor. Lavatory is genuine white porcelain 
enameled, applied by a special perfected 
process, and is fully guaranteed against 
chipping or cracking. The broad, roomy 
slab adds materially to the convenience 
of the lavatory in use. In appearance it 
is a beautiful and well designed fixture 
in every respect. Size of waste outlet. 
IV4, in., size of supply pipes, % in. 
Weight, crated for shipment. 110 lbs. 



'Leader" Bath Room Outfit, as described. Weight, complete bath room 
outfit, crated for shipment, about 5 60 lbs. $39 25 

Our price for Tub, Closet and Lavatory •<•••••< — v»* w 

Bath room trimmings, such as mirror, towel bar, etc., not. included. See below. 
NOTE — We can furnish above outfit, with all supply and waste connections for Iron pipe 
thread at $1.50 extra. 

If 4 1 /£-ft. tub is wanted, price will be same. anAA 

If 5%-ft. tub is wanted, add 

If 6 -ft. tub is wanted, add 3-50 

ACCESSORIES 

"if* EC A ft A French Plate Beveled Mirror, with white enameled frame (for illustration of 
OU004U4 mirror see Page 17 of this book). Size. 14x2 i in. Weight, 0O OA 

4 5 lbs. Each 

4ADRCOQA Glass Towel Bar, heavy pattern, with solid brass nickel plated end I |1 
OurwDuOU post. Diameter of glass bar, 1 in. Length, 18 in. Wt, 3 lbs. Each. ■■If 
OORCXOR Bath Tub Seat. Nickel plated hangers, with rubber guards. Solid Kftft 
OvOOHUO oak polished finish. Weight. 4 lbs. Each *fUU 

3C56344 e '°h el Plated Soap Dish ' Weignt> 9 oz * 40c 

3C563 i 8 E ,C h eI ^'^ ted Tumbler Holder.' Weight.' 3 oz.' 23C 
3C56390 E ,C h el ****** Toilet Paper Holder'.' WcWb&'i's oz.' 57c 
Speclar price for above full set of bath room trimmings, 1 



3C563I3 



described 



$5.00 
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12 "Colonial 



Outfit 



THIS IS A VERY POPULAR COMBINATION 
A HIGH GRADE OUTFIT IN EVERY RESPECT 
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THE BATH TUB 

The Bath Tub furnished with this out- 
fit Is the. very finest quality, genuine white 
porcelain enameled on the Inside, and 
over the roll rim. The tub is cast from 
the very best grade of soft gray iron, and 
each fixture is very carefully and thoroughly 
inspected during the process of manufac- 
ture for imperfections in either the casting 
or the enamel. Every one of these tubs is 
fully guaranteed to be absolutely perfect in 
every respect before it leaves our factory. 
The tub measures 5 feet long, and 30 
inches wide extreme outside measurement. 
Has a heavy 3 -inch roll rim around the 
entire tub. The tub weighs approximately 
3 50 pounds, crated for shipment. The 
trimmings include nickel plated combination 
Fuller bath cock, with nickel plated hot and 
cold indexed handles; nickel plated con- 
nected waste and overflow, with slip joint 
connections, and nickel plated supply pipes 
to floor. All pipes are fitted with special 
nickel plated floor flanges as shown in 
illu. cration. 

The porcelain enamel on this tub is ap- 
plied by the very latest improved process 



AN UNUSUALLY HIGH GRADE OUTFIT 



Our "Colonial" Bath Room Combination has been designed to meet the demand for an 
unusually high grade outfit. A very strong, durable and substantial construction. At the 
same time it is one of the most elegant bath room outfits on the market. It is stylish and 
beautiful in design, and very moderate in price. This is our great bargain bath room 
combination, and is one of the most popular outfits we sell. Every fixture is fully guar- 
anteed to be of the best quality, free from defects or blemishes of any kind. Why be without a 
modern bath room outfit in your home when you can get such a high grade combination as this 
at such an exceptionally low price? So far as the installation is concerned, you are not de- 
pendent upon your plumber. Through the use of our special cast Iron threaded drainage fit- 
tings, as described on Page 4 7 of this book, you can use threaded iron pipe for all waste 
connections, and we can furnish all connections to the fixtures for iron pipe thread so 
that any man who can cut and thread iron pipe and screw it together, will be able to do this 
work for you by following our very simple plans and instructions; or you can do it yourself dur- 
ing your spare time, and the saving will be greater. Fill out one of our special plumbing infor- 
mation blanks and send it to us; give us a sketch of your building, marking where your bath 
room will be located and indicate how you would like the different fixtures to be placed. Our 
estimators will prepare a complete free estimate for tbe entire equipment, including all pipe and 
fittings required to install the entire outfit. You will be really surprised at the very low figure 
we can make you. Remember, if you have not the necessary tools, we will cheerfully loan them 
to you, as per our offer on Page 48 of this book. Write today for our estimate. 



which insures a hard and fast contact between the enamel and the iron, and absolutely elim- 
inates any loose patches, rust spots or peeling. The enamel on this tub is guaranteed against 
peeling or cracking under ordinary use. 

Tub is mounted on ornamental cast iron legs, and it is a beautiful ornament in any bath 
room. Outside of tub is painted with one coat of iron filler paint. Weight of tub, crated 
for shipment, approximately 3 50 lbs. 



THE CLOSET 



The Closet Combination furnished with this outfit is of the very latest design, low tank, 
syphon wash-down type. The tank is of very large capacity, insuring a positive flushing of 
the bowl. It is finished in golden oak, with rounded corners. Tank is lined with heavy 
sheet copper. All trimmings, couplings and brass parts of the outfit are heavily nickel plated, 
giving the closet a very handsome appearance. 

The seat and cover are of built-up construction, strong and substantially made, finished in 
golden oak, to match tank. Seat is attached to bowl with latest type of nickel plated extension 
post hinges, as shown in illustration. 

The closet bowl is the very latest type of syphon wash-down bowl. Very neat and 
artistic in design. Molded in one solid piece, from the best quality of vitreous earthenware, 
with heavy white glazed finish inside and out. The bowl has a deep water seal trap, which 
makes it impossible for sewer gases to enter the building. The tank is connected to the bowl 
with a two inch nickel plated flush elbow, with slip joint coupling connections. 

Outfit is also furnished with nickel plated supply pipe to floor, with nickel plated floor flange 
and nickel plated floor screws and washers for attaching bowl to floor. The great advantage 
of a low tank closet outfit of this kind lies in the fact that it is practically noiseless in 
operation. 

Tank is fitted with the very latest type of adjustable compound ball cock, and rubber ball 
float flushing valve, with push button action. The ball cock is guaranteed to close tight 
against any pressure, when once adjusted it will require no further attention for many years. 

This is a high grade closet combination in every sense of the word. Weight of closet outfit 
complete, crated for shipment. 100 lbs. 



THE LAVATORY 

The Lavatory is large and massive In 
appearance, with high back and deep 
apron, all cast in one solid piece. It is a 
beautiful fixture of deep, snow white color, 
one of the most gracefully designed straight 
wail lavatories ever manufactured. Lava- 
tory is heavily coated with genuine white 
porcelain enamel, applied by a special per- 
fected process in the. manufacture, and fully 
guaranteed against chipping or cracking in 
ordinary use. The slab is 124 in. long, and 
extends 18 in. out from the wall, with roll 
edge and rounded corners, as shown in 
illustration. The back Is 10 In. high. 
Bowl measures 11x14 In., inside measure- 
ment, and is fitted with special patent over- 
flow, with chain and rubber stopper. The 
lavatory is supported by heavy cast iron 
concealed wall brackets, and is fitted com- 
plete with heavily nickel plated Fuller basin 
cocks, nickel plated "S" trap and straight 
supply pipes to floor, and nickel plated floor 
flanges. Weight of lavatory, crated for 
shipment, 12 0 lbs. 

OPDKCflAK "Colonial" Bath Room 
OUrODOUU Outfit, as described. 

$43.10 



Weight complete, crated for shipment, 57 0 lbs. 

Price, only 

Bath room trimmings such as mirror, towel bar, etc., not included. See below. 
NOTE. — We can furnish above outfit with all supply and waste connections for iron pipe 

thread at $1.50 extra. Waste connection of bath tub takes 1V 2 in. iron pipe thread. Waste 

connection of lavatory takes 1% in. iron thread. Supply pipes to closet and lavatory take % 

in. iron pipe thread. Supply pipes to bath tub take % in. thread. 

If 4H-ft. tub is wanted, deduct $0.f>0 

If tub is wanted, add 2.00 

If 6-f t. tub is wanted, add 3.50 



ACCESSORIES 



Price quoted on bath room outfit does not include towel bar, mirror, tumbler holder, bath 
tub seat, soap dish, or nickel plated toilet paper holder. These will cost extra as fellows: 

Beveled French Plate Bath Room Mirror. With white enameled frame 



3C56402 

3C56376 
3C56405 
3C56344 
3C563I8 
3C56390 

Social price for above full set of bath room trimmings, as described. 



(for illustration of mirror see Page 17 of this book), 

Size. 14x24 in. Weight, 45 lbs. Each 

Glass Towel Bar. 

Weight, 3 lbs. Each 

Bath Tub Seat. Nickel plated hangers, with rubber guards. 

Solid oak polished finish. Weight, 4 lbs. Each 

Nickel Plated Soai> Dish. Weight. 9 oz. 
Each 



$2.70 
1.17 
50c 



Each 



Plated 


Tumbler Holder. Weight, 3 oz. 




Plated 


Toilet Paper Holder. Weight, 12 oz. 





$5.40 



WE HAVE A FULL LINE OF BATH ROOM TILE-BEAUTIFUL OESIGNS, LOWEST PRICES-SEE PAGE 63 
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95 "Peerless" i!. a : Outfit 

with Roman Waste and Syphon Jet Closet. For Style, 
Quality and Durability This Outfit Cannot Be Surpassed 





THE BATH TUB 



The bath tub furnished with this outfit 
is of the very latest design, cast from the 
best, soft gray iron, and' is genuine white 
porcelain enameled Inside and over the roll 
rim. The tub is very carefully inspected 
during the process of manufacture for de- 
fects in either the enamel or the casting, 
and is guaranteed perfect before leaving 
the factory. The white porcelain enamel is 
applied by special process, which absolutely 
eliminates all possibility of loose patches, 
wavy appearance, or any imperfections 
whatever in the enamel. Through this 
process the tub is given a smooth, even coat 
of enamel over the entire inside surface, 
so that it presents the appearance of solid 
white china. The tub Is absolutely guaran- 
teed not to chip or peel while in use. Tub 
is mounted on ornamental cast iron legs, 
and is very graceful in appearance. A 
special feature of this tub is the Standing 
Roman waste, shown in the illustration at 



STRICTLY MODERN COMBINATION 



Our "Peerless" Bath Room Outfit, illustrated on this page, has been designed to meet 
the demand for an unusually high grade outfit. We have embodied in this combination some of 
the very latest and most advanced ideas of the plumbing art. It is an outfit that you can 
well be proud of — beautiful and stylish in appearance. The fixtures are of the very highest 
grade on the market. So far as the quality of this outfit is concerned, we could not offer 
you fixtures of a better quality at any price. The standing Roman waste feature on the bath 
tub is something that should not be overlooked.. We call attention to the highly artistic appear- 
ance and neatness of design, as brought out in the different fixtures of this outfit. Each 
fixture is carefully tested and inspected before shipment, and fully guaranteed. Why be with- 
out a modern bath room outfit in your home when you can get such a high grade combination 
as this at such an exceptionally low price? So far as the installation is concerned, you are 
not dependent upon your plumber. Through the use of our special cast iron threaded drainage 
fittings, as described on Page 4 7 of this book, you can use threaded Iron pipe for all waste 
connections, and we can furnish all connections to the fixtures for iron pipe thread, so that 
any man who can cut and thread iron pipe and screw it together, will be able to do this work 
for you by following our very simple plans and instructions; or you can do it yourself during 
your spare time and the saving will be greater. Fill out one of our special plumbing information 
blanks and send it to us; give us a sketch of your building, marking where your bath room 
will be located, and indicate how you would like to place the different fixtures. Our estimators 
will prepare a complete estimate for the entire equipment, including all pipe and fittings required 
to install the entire outfit. You will be really surprised at the very low figure we can make 
you Remember, if vou have not the necessary tools, we will cheerfully loan them to you, as 
per our offering on Page 4 8 of this book. Write today for our estimate. 



the back of the tub. This does away entirely with the necessity of a rubber stopper in the 
tub, which is often so troublesome and hard to keep in place. This Roman waste fitting 
Is equipped with a China waste index, and is of heavy construction throughout — solid brass 
with nickel plated finish. Tub is also fitted with No. 4% Fuller double bath cock and nickel 
plated supply pipes to floor, with nickel plated floor flanges for both waste and supply pipes. 
Weight of tub, crated for shipment. 350 lbs. Size of waste outlet on tub Is 1% in., size 
of supply pipes % in. 



THE CLOSET 



The closet outfit Is of the latest and most improved low tank, syphon Jet pattern. The tank is 

of large capacity, golden oak finish, with rounded corners; lined with heavy copper and fitted 
with the very latest and most improved ball float flushing mechanism, with push button action. 
Rail cock is furnished with corrugated copper float, and is of the compound lever type, guaran- 
teed to close against any pressure. Outfit is furnished with nickel plated supply pipe to floor, 
with nickel plated floor flange, and nickel plated floor screws and washers. Seat is strong 
and substantially built, fitted with cover all of golden oak finish, to match tank. Seat is 
fitted with nickel plated post extension hinges, and is of the verv latest and most modern 
design. Tank is connected to bowl with 2 -inch nickel plated offset elbow, with slip joint 
connection. Push button on tank is nickel plated, and entire outfit presents an elegant 
appearance in any bath room. 

The bowl is made of the highest grade vitreous earthenware, the very latest and most modern 
design syphon Jet pattern, guaranteed absolutely positive in its flushing action. Of heavy 
massive construction, white glazed inside and outside. We could not give you a more modern 
or up-to-date closet outfit at any price. We call particular attention- to the highly artistic 
design, and graceful general appearance of this outfit. This closet outfit Is absolutely guaran- 
teed to give you satisfaction In* every respect. Roughing in measurements of bowl, 14 inches 
from center of outlet to wall. Weight, crated for shipment. 12 0 lbs. 



THE LAVATORY 

The lavatory is large and massive in ap- 
pearance, with high back and deep apron, 
all cast in one solid piece. Fixture is cast 
from the best grade of soft gray iron after 
which it is carefully filed smooth and 
finished and then it is heavily coated with 
genuine white porcelain enamel, applied by 
a special perfected process. It is fully guar- 
anteed against chipping or cracking in ordi- 
nary use. The slab is 24 In. long, and ex- 
tends 18 In. out from the wall, with roll 
edge and rounded corners, as shown in illus- 
tration. The back Is lO Inches high. Bowl 
measures 11x14 Inches, inside measure- 
ment, and is fitted with special patent over- 
flow, with chain and rubber stopper. The 
lavatory is supported by heavy cast iron con- 
cealed wall brackets, and is fitted complete 
with heavily nickel plated compression 
basin cocks, nickel plated "S" trap and 
nickel plated supply pipes to floor with air 
chambers, and nickel plated floor flanges. 
Weight of lavatory, crated for shipment, 
12 0 lbs. Size of waste outlet 1 M in. Size 
of supply pipes % in. 
as described. 

59 0 lbs. Price. 



$49.95 



QPDRCQflT "Peerless" Bath Room Outfit 

OurvJUOUf Weight complete, crated for shipment. . .--^ - 

NOTE— < We can furnish above outfit, with all supply and waste connections for Iron pipe 
thread at $1.50 extra. 
If 1 1 2 ft. tub is wante 
If 5«/2-ft tub Is wanted. _ 

If O-ft. tub Is wanted, add • ••■ , ------- _ c „„* 

Above price does not Include bath room trimmings, such as Mirror, Towel Bar. Bath Seat, 
etc. See belo*. 



If 4'A ft."*tub Ts wanted, deduct... *9 t 18 



ACCESSORIES 

3C56402 

QPRCQ7C Glass Towel' Bar. With' solid brass nickel plated end posts, uiameier oi 
OUOOw/O glass bar. 1 in. Length, 18 in. Weight. 3 lbs. $1.25 
OPKC A AR ' * 'Bath Tub Seat.' ' Nickel' plated ' hangers." 'rubber guards. Solid oak. KQa 

OVVUtUv nollchorl fiMicl, Wniirht ± lhn Each WWW 

3C56344 
3C563I8 
3056390 

Special price for above full set of bath room trimmings, as described 



Beveled French plate bath room mirror. With white enameled $9.55 
frame. Size. 14x2 4 in.. Weight. 4 5 lbs. Each .......... *J 

With solid brass nickel plated end posts. I 

Bath Tub Seat. Nickel ' plated 'hangers, rubber guards. Solid oak. 

polished finish. Weight. 4 lbs. Each \Z7 

Nickel Plated Soap Dish. Weight. 9 oz. 4UC 

Each ZX 

Nickel Plated Tumbler Holder. Weight, 3 oz. OO fi 

Each ■ Z_ 

Nickel Plated Toilet Paper Holder. Weight, 12 oz. 57fi 
Each. Ulw 



$5.35 
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92"Monarch"^Outfit 

Syphon Jet Closet, with White Enameled Iron Tank, 
Roman Waste and Pedestal Lavatory 




THE BATH TUB 



The Bath Tub Is an elegant, white 
porcelain enameled tub. Cast from the 
best grade of soft gray iron. Heavily 
coated with the best quality genuine white 
porcelain enamel on the inside, and over 
the roll rim. The enamel is applied by 
the latest and most perfected process, in- 
suring a hard and fast contact between 
the enamel and the iron surface, and 
giving the tub a fine, smooth, finish of a 
deep ivory white color. Enamel is abso- 
lutely guaranteed against chipping or 
cracking in ordinary use. 

The Tub is of the very latest design, 
beautiful in appearance, and is equipped 
with latest and most improved type of 
Roman lifting waste fitting, as shown in 
illustration, with white China index. This 
fitting does away entirely with rubber 
stopper, which is often so troublesome and 
hard to keep in place. 



FIT FOR THE FIHEST MANSION 



Our "MONARCH" Bath Room Combination, above illustrated, has been selected for some 
of the finest residences throughout the country. This combination is one of the most beautifully 
designed bath room outfits on the market, and considering the very high quality, we know that this 
outfit cannot be duplicated elsewhere in the country at the very low price we ask. 

Why be without a modern bath room combination in your home, when you can get such a high 
grade outfit as this at such a very reasonable price? So far as the installation is concerned, you 
are not dependent upon your plumber. Through the use of our special cast iron threaded drainage 
fittings, as described on Page 47 of this book, you can use regular threaded iron pipe for all 
waste connections, and we can furnish all fixtures with iron pipe threaded outlets, so that any 
man who can cut and thread iron pipe and screw it together can easily install this outfit, by 
following our very simple plans and instructions. 

Fill out one of our special plumbing information blanks and send it to us. Give us a sketch 
of your building, marking thereon where your bath room will be located, and indicate how you 
would like to place the different fixtures. Our estimators will prepare a complete proposal for you 
on the entire equipment, including all the pipe and fittings required to install the entire outfit. You 
will be really surprised at the very low figure that we can make you. 

If you have not the necessary tools, we will cheerfully loan them to you, as per our offer on 
. Page 48 of this book. Write today for our estimate. 



Tub is also fitted with combination Fuller double bath cock, nickel plated, and nickel 
plated supply pipes to floor, with floor flanges. All trimmings are of heavy brass construc- 
tion, and heavily nickel plated. Tub is regularly finished on outsir?e with one coat of iron 
filler paint, but can be furnished with zinc white baked enamel finish on entire outside, 
trimmed with gold bands, at extra charge, as noted below. Tub is 5 ft. long, and SO in. 
wide, over rim. Width of rim, 3 in. Shipping weight, about 300 lbs. 



THE CLOSET 



The Closet Outfit, furnished with this combination, is a genuine syphon Jet, low tank 
closet combination, with ivory white enameled iron tank. One of the most modern closet 
combinations ever placed on the market. Tank is of heavy construction, cast iron, genuine 
white porcelain enameled inside and outside, with ornamental lid, as shown in illustration. 
The tank is practically indestructible. Cast in one solid piece, without seams or joints of 
any kind, no chance for leaks to develop. Always clean and sanitary, easy to clean and 
keep clean. Enamel is applied by special process, giving a smooth and even finish of deep 
ivory white color. 

Tank is equipped with latest improved type of flushing mechanism, with compound lever 
ball cock and adjustable corrugated copper ball float, and rubber float flushing valve, 
operated by China lever in upper corner of tank, as shown in illustration. Tank is absolutely 
Impervious to attack from water of alkaline or mineral composition. In all localities where 
water is of such a nature that it eats away the copper lining of the ordinary copper lined 
tank, a tank of this kind is a necessity. Beautiful and artistic in appearance. No seams to 
develop leaks. This tank will last a lifetime. 

The Syphon Jet Closet Bowl is of the very latest type, very heavy and massive in design, 
artistic and graceful in appearance. One of the highest grade and most efficient closet bowls 
on the market at the present time. Molded in one solid piece, from the best quality 
vitreous earthenware, smooth white glazed inside and out. The syphonic flushing action 
with jet spray in bottom of bowl insures an absolutely positive flushing of the bowl. No 
chance of stopping up or getting out of order. 

Seat is carefully built in sections, doweled and glued, of strong, durable construction, with 
mahogany finish, highly polished, and fitted with latest type of nickel plated extension post 
hinges. 

Outfit is fully equipped with all nickel plated trimmings, including nickel plated flush elbow, 
nickel plated floor screws, and nickel plated supply pipe to floor, with floor flange. Shipping 
weight, 140 lbs. 



THE LAVATORY 



The Lavatory Is a beautiful pedestal, 
cast iron, white porcelain enameled lava- 
tory, with Ideal waste fitting, as shown In 
Illustration. Waste is capped with white 
China index. Basin cocks are of latest 
type, semi low down. Fuller pattern, nickel 
plated, with white China handles, indexed 
hot and cold. 

Lavatory is also equipped with supply 
and waste pipes to wall, with wall flanges 
and half "S" trap. All trimmings are of 
heavy brass construction, heavily nickel 
plated. Lavatory is genuine white porce- 
lain enameled over all. from floor up. as 
shown in illustration. Size of slab, 24 
in. by 27 in. Size of bowl. 13 In. by 
18 in. Weight, crated for shipment, 
about 200 lbs. 



3CP56306 

Above price is for fixtures only, as described. 



"MONARCH" Bath Room Outfit, as described. Weight, 

complete, crated for shipment, about 640 lbs. Price 

For bath mirror, towel bar, etc., see below. 

ction, add $ * ■'jj.Q 

If 4V 2 ft. tub is wanted, deduct .•g® 

If 5% ft. tub is wanted, add 1">*> 

If 6 ft. tub is wanted, add 3-<M> 

If ivory white finish is wanted on outside of tub, add, net 



$68.90 



12. 50 



ACCESSORIES 



Price quoted on bath room outfit does not include bath room trimmings. These will cost 
extra, as follows: 

Beveled French Plate Bath Room Mirror. With white enameled AA 

frame. Size, 14x24 in. Weight, 45 lbs. Each #£i a tU 

Glass Towel Bar. With solid brass, nickel plated end post. 0 I JA 

Weight, 3 lbs. Each. $ I it U 



3C56404 
3C56380 
3C56406 
3C563I5 
3C56329 
3C56390 
3C56346 
3C56397 



White enameled, nickel plated hangers. 
Weight, 4 lbs. Each 



Diameter of glass bar, l in. Length, 24 in. 
Bath Tub Seat. 
Rubber guards. 

Nickel Plated Soap Dish. Weight 

7 oz*. Each 

Nickel Plated Tumbler Holder and Soap Dish. 

Weight, 12 oz. Each 

Nickel Plated Toilet Paper Holder. 

Weight. 12 oz. Each 

Nickel Plated Sponge Holder. A Ql) 

Weight, 14 oz. Each ViaW 

Special price for above full set of Bath Room Trimmings, 7 OK 

as described . ■ ■ • • 



0.67 
0.62 
0.85 
0.57 
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"Elite" r.» Outfit 

Pedestal Bath Tub, Pedestal Lavatory, Syphon Jet 
Closet, Roman Fittings a Beautiful Combination 





THE BATH TUB 

The Bath Tub included with our 
"ELITE" bath room combination. _js. a work 
of art. It is the very latest type, pedestal 
design, stately and graceful in appearance, 
with ivory white, genuine porcelain enamel 
finish inside and over the roll rim. The 
pedestal base is cast in one piece, and the 
body of the tub in another. The tub seta 
rigidly on the base, and the two are matched 
by a gracefully designed curve, so that it 
looks like one solid casting. Outside of tub 
is furnished with plain painted finish, but if 
so desired we can furnish tub with ivory 
white enamel finish on outside of entire body 
of tub and pedestal, striped in gold, at an 
extra charge, as noted below. Tub is fitted 
with the very latest type of Standing Roman 
Lifting Waste, with China waste index of 
heavy brass construction; heavily nickel 
plated. This fitting does away entirely with 
the necessity of a rubber plug or stopper in 
the bottom of the bath tub, which is often 
so troublesome and hard to keep in place. 
Tub is also fitted with nickel plated Fuller 
double bath cock and nickel plated supply 
pipes to floor, as shown. This tub is abso 



ABSOLUTE PERFECTION 



Our "ELITE" Bath Room Outfit Is the very highest grade combination that we could offer 
you at any price. Every fixture of this outfit represents the very latest creation of the designer s 
art. It is without any question one of the most stylishly finished and artistically designed 
bath room combinations ever placed on the market. This outfit will do credit to the finest 
mansion in the country, and is bound to please the most exacting critic in the art of home 
beautiflcation. Every detail in the make up of this bath room combination has been wrought 
out to a point of absolute perfection. We do not know how anything about it could be further 
improved upon. The workmanship, fine finish, and quality of the product will measure up to 
the highest standard. This is the same outfit that your local plumber would probably charge 
you from $100.00 to $125.00 for, and even then we doubt if the high standard of 
quality and highly artistic design so strongly emphasized in tbis outfit would be duplicated. 
This is your opportunity to procure a bath room combination fit for a palace at a very moderate 
price Why be without a modern bath room outfit in your home when you can secure such 
a high grade combination as this at such a very low price? 

So far as the installation is concerned, you are not dependent upon your plumber. With 
our simple system of iron pipe connections any man who can cut and thread iron pipe and 
screw it together will be able to do this work for you, or you can do it yourself during your 
spare time, and the saving will be still greater. 

Fill out one of our special plumbing information blanks and send it to us. Give us a sketch 
of your building and indicate where you would like to locate the different fixtures Our 
estimators will prepare a complete proposition for you on your entire plumbing system, including 
pipes, fittings and all. You will really be surprised at the very low figure we can make you. 
. Write today for our estimate. 



pipes to floor, as snown. Tula tuo is aoso- 

lutely guaranteed to be of the very highest grade, and the enamel is guaranteed not to cnip, 
peel or crack while in use. Length of tub, 5 ft.; width, 3 0 in.; extreme outside measure- 
ment, from edge to edge of rim. Has a 3 in. heavy roll rim around entire tub. Depth or 
tub, 17% in. inside. Height from floor to top of tub, 23 in. Shipping weight, approxi- 
mately. 4 00 lbs. 

THE CLOSET 

The Closet, furnished with this outfit, is the very latest and most modern type of Syphon 
Jet Closet, low tank pattern, with vitreous China tank and mahogany finished seat and cover. 
Like the balance of the fixtures in this combination, it represents the very best we are able 
to offer you. The tank is of large capacity, molded in one solid piece of vitreous China, with 
ivory white finish and vitreous China box shape top. Tank is equipped with the very latest 
flushing mechanism, including ball float, flush valve, operated by China handled lever in 
upper corner of tank, as shown. Ball cock is of compound lever construction, with adjustable 
corrugated copper ball float so that just the right amount of water required for flushing the 
closet can be admitted to tank, tending to cut down the water waste and insuring absolutely 
positive flushing of the bowl. Flushing mechanism of this tank is of the simplest and most 
perfected design known to the trade, and is guaranteed not to get out of order. The closet 
bowl is of vitreous earthenware, white glazed inside and out, real syphon jet pattern, carefully 
tested and inspected before leaving the factory, and guaranteed to work perfectly and give 
satisfaction. Outfit is equipped with highly polished mahogany finish seat and cover, with 
nickel plated extension post hinges and rubber buffers where seat comes in contact with top 
of bowl. Tank is connected to bowl by heavily nickel plated offset flush elbow, with slip joint 
connections. Outfit is also fitted with nickel plated supply pipe from tank to floor, and nickel 
plated floor flange for same. Sufficient nickel plated floor screws and washers are included to 
fasten bowl to floor. Shipping weight, approximately, 150 lbs. 



THE LAVATORY 

The Lavatory furnished with this outfit, 
Is a heavy, massive, artistically designed 
pedestal lavatory, beautiful in appearance, 
made of cast iron and heavily coated with 
genuine white porcelain enamel from the 
floor up. Enamel is absolutely guaranteed 
against chipping or cracking in ordinary 
use. The lavatory is fitted with heavy brass 
ideal waste, with China waste index so that 
it requires no rubber plug stopper in the 
bottom of the bowl. The trouble and annoy- 
ance of this plug becoming unfastened, etc., 
are entirely done away with. Faucets are 
of special Fuller pattern, of heavy brass 
construction, low set type, with white China 
handles. Lavatory is fitted complete, with 
nickel plated waste and supply connections 
to wall. These connections are taken out 
of back of pedestal, just below slab, and 
are practically invisible. Size of slab, 24 
In. wide by 33 In. long. Size of bowl, 
13x18 in. Shipping weight, approximately 
2 00 lbs. 



QPDKCOAQ "ELITE" bath room outfit complete, as described.. Weight CfiQ 50 

OUruOdUO complete outfit, crated for shipment, 750 lbs. Price *Wwiww 

Above price is for fixtures only, as described. For bath room trimmings such as mirror, 

fowl bar, etc., see below. , . ... 

NOTE— We can furnish above outfit, with all supply and waste connections for Iron pipe 

thread, at $1.50 extra. If 4'/ 2 ft. tub is wanted, price will be the same. 

If 5'/ 2 ft. tub Is wanted, add W 

If 6 ft. tub Is wanted, add •••v: * * * ' V 0,00 

If Ivory white finish Is wanted on outside of bath tub, with gold stripe trimming, 

add x^.smi 

ACCESSORIES 

OOCCvflAO Beveled French Plate Bath Room Mirror, oval pattern with white Cf) 

OuUU'tUl enameled frame. Size. 14x2 4 in. Weight. 4 5 lbs. Each 

OOECOQA Glass Towel Bar, with solid brass nickel plated end post. 

OUODOOU Diameter of glass bar, 1 in. Length, 24 in. Weight, 3 lbs. I Art 

Each ■ ■ ■ " 

OAK Oil AC Bath Tub Seat "white enameled, nickel plated hangers with rubber CT 
ObODHUO guards, solid oak polished finish. Weight, 4 lbs. Each ■ 

3C563I5 N,c h el Plated Soap D,sh * Weight * 7 oz> ,62 

3C563I9 E iC h e ' P,at ® d 'Tumbler Holder." Weight. 5 oz. ^2 
3C56390 l * ,Cfctl "ToHft *Pwr H©iii«r!' Weight, 12 oz. a gy 
3056346 5 lckel Pi*** *V»«fe 'Holder!' Weight. 

3C56320 s ^ eclal Pl * ,c ® for abo ^ e ' c ° m i ) i e *o 6i95 
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PORCELAIN ENAMELED BATH TUBS 



HIGHEST QUALITY 



Our complete line of high grade White Porcelain Enameled, Cast Iron Bath Tubs, offered 
on this page, is a product of which we are proud. These tubs are not to be compared to 
the cheap competition tubs on the market. They are far superior to anything in this line 
ever before offered at such exceptionally low prices. These tubs are manufactured espe- 
cially for us by one of the oldest and most reliable and experienced plumbing goods, man- 
ufacturers in the country. The entire product of this factory is at our disposal, and 
owing to our enormous sales of these tubs we are able to handle them on a very small 
margin of profit. The price you pay is the price of the tub at the factory, with our 
one small profit added. 

Everything about* these tubs is suggestive of superior quality; artistic and graceful de- 
sign; perfect, well-finished casting, and smooth ivory white enamel finish. In the enam- 
eling alone is to be found one of the greatest points of superiority. This enamel 1s 
applied to the tub by a special process in the manufacture, which results in a hard, fast 
contact between the enamel and the iron, making it impossible for the tubs to peel or 
crack while in use. 



LOWEST PRICES 



The enamel Is of the very highest quality, very heavily applied, giving tub a full, deep 
white color, and getting away entirely from the pale, bluish tint, which is always to 
be found in the cheaper tubs. We are offering you here an exceptionally high grade bath 
tub at a price that is even below what you would ordinarily pay for the second or third 
grade competition tubs on the market at the present time. 

It is not a difficult matter to install one of these bath tubs in your home. You will 
note we quote these tubs with iron pipe connection, if desired, so that you can use 
ordinary iron pipe for making the waste and supply pipe connections. Anyone who can 
cut and thread iron pipe can easily do all the work. It does not require an experienced 
plumber. Our clear and explicit instructions, which we will cheerfully furnish, explain 
fully how all the connections should be made. If you place your order for one of these 
tubs, you will have no difficulty in getting it installed, even without the services of your 
plumber. 
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95 GENUINE WHITE 
— PORCELAIN 
ENAMELED BATH TUB 



COMPLETE WITH NICKEL-PLATED 
TRIMMINGS 




Best quality, genuine White Porcelain Enameled Cast Iron 
Bath Tub. with full 3 in. heavy roll rim. A very handsome 
tub. of graceful and artistic design, an ornament to any bath 
room. Tub is cast from the best grade of soft gray iron, 
after which the casting is thoroughly cleaned, filed and 
finished, before the porcelain enamel is applied. Every 
casting is absolutely guaranteed sound and perfect, and free 
from any possible defects. Genuine white porcelain enamel 
is applied inside the tub and over the roll rim. A heavy 
coat of porcelain enamel, deep ivory white in color, is put 
on by a special process, insuring hard and fast contact be- 
tween iron and enamel, and rendering cracking or peeling 
impossible. The outside of the tub is painted one coat 
of iron filler paint. We can, however, furnish tub with 
ivory white finish, trimmed with gold bands, at extra cost, 
as noted below. Tub is lifted complete with nickel plated 
connected waste and overflow, and nickel plated supply pipes 
to floor, all of heavy nickel plated brass construction, with slip 
joint coupling connections. Tub is also fitted with No. 
41^ heavy brass, nickel plated. Fuller double bath cock, 
with indexed handles for hot and cold. Width of tub over 
rim, 30 in. Depth inside. 17% in. Height, from floor 
to top edge of rim, 23 in. Tub is fitted for lead pipe 
connection. If iron pipe connection is wanted, we can 
furnish same at an extra charge of 50c. Quality of tub is 
absolutely guaranteed. Usual value, $25.00. Approximate 
shipping weight is 3 50 lbs. 

NOTE— Prices given below are for tub only, with nickel 
plated trimmings, as described, and do not include bath 
seat, sponge holder or soap dish, which are quoted sep- 
arately: 

Cat. No. Size of tub Length over rim Price each 

3C P50424 4 % ft. 5 5 in. $1 8.25 

3CP5<t425 5 ft. 61 in. 

3CP5G420 5% ft. 67 in. 21.00 

3GP56427 6 ft. 73 in. 22.75 

3CP5G428— Bath Tubs only with legs. No other trim- 
mings. Quality guaranteed: 
Size of tub 

4% feet. Price, each $13.70 

5 feet. Price, each J4.35 

5% feet. Price, each lfe.80 

6 feet. Price, each 18. 70 

NOTE — If ivory white finish is wanted on outside of tub, 

with gold bands, add $12.00. 

3C56405 — Bath Tub Scat. Polished oak. with nickel plated 
hangers which fit over rim of tub, and have rubber guards 
to prevent injury to the tub. Weight. 4 lbs. I* An 

Each wUU 

3C5G31 5— Nickel Plated Wall Pattern Soap Dish. Weight, 
% lb. M r 

F**tch v£U 

3C5G34G— Heavy Brass. Nickel Plated. Wall Pattern Sponge 
holder. Weight, 1 lb. QQo 



50 GENUINE WHITE 
222 PORCELAIN 
ENAMELED BATH TUB 

WITH NICKEL- PLATED ROMAN WASTE 
AND TRIMMINGS 
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Genuine White Porcelain Enameled Bath Tub. Highest 
grade, artistic and graceful appearance. Heavy 3 in. roll 
rim. Tub is cast from the best grade of soft gray iron. 
Casting is very carefully cleaned and finished, and guaran- 
teed free from defects or imperfections of any kind. Entire 
tub is heavily coated with genuine white porcelain enamel 
on the entire inside and over the roll rim. Enamel is ap- 
plied by a special process, insuring hard and fast contact 
between the enamel and the iron, and preventing any pos- 
sibility of cracking or peeling while the tub is in use. Tub 
is mounted on gracefully designed, ornamental cast iron legs, 
as shown. A special feature of this tub is the "I deal" 
waste and overflow fitting. This is the very latest type 
of waste fitting on the market at the present time. It is 
of heavy brass construction, heavily nickel plated, with 
China waste index. This fitting does away entirely with 
the necessity of any rubber stopper in the tub, which is 
often so troublesome and hard to keep in place. Tub is 
also fitted with heavily nickel plated brass supply pipes to 
floor, with floor flanges, and heavily nickel plated Fuller 
double bath cock, with indexed handles for hot and cold. 
In quality this tub is guaranteed to be up to the very 
highest standard. The enamel is full deep white in color, 
with a smooth and even surface, free from any imperfections, 
and is fully guaranteed not to chip or crack under ordinary 
use. Tub is fitted for lead pipe connections. If iron pipe 
connections are wanted, add 50c to prices quoted. Outside 
of tub is painted with one coat of iron filler paint. If de- 
sired, we can furnish tub with ivory white, hand rub zinc 
finish on outside, with gold bands, at extra charge, as noted 
below. Width of tub over rim, 30 in. Depth inside, 17% 
in. Height, from floor to top of rim. 2 3 in. Approximate 
shipping weight. 3 50 lbs. 

NOTE — Prices given below are for tub with nickel plated 
trimmings, as described, and do not include the bath seat, 
sponge holder, or soap dish, which are quoted separately. 

Cat. No. Size of tub Length over rim Price each 

3C P6430 4 V2 ft. 5 5 in. $2 1 . SO 

3CP6431 5 ft. 61 in. 22.50 

3CP0432 5% ft. 6 7 in. 25.30 

3CP6433 6 ft. 73 in. 27.30 

NOTE — If ivory white finish is wanted on outside of tub, 
with gold bands, add $12.00. 

3C56405— Bath Tub Seat. Polished oak. with nickel plated 
hangers which fit over rim of tub and have rubber guards 
to orevent injury to the tub. Weight, 4 lbs. Cfl A 

Each OUC 

3C56315— Nickel Plated Wall Pattern Soap Dish. Weight. 

62c 

SC56346— Heavy Brass Nickle Plated Wall Pattern Snenge 

88c 



25 WHITE PORCELAIN 
ENAMELED 
PEDESTAL DATH TUB 

WITH ROMAN WASTE AND ALL NICKEL- 
PLATED TRIMMINGS COMPLETE 
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Holder. Weight. 
Each 



1 lb. 
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Genuine White Porcelain Enameled Cast Iron Pedestal 
Bath Tub. Very latest type pedestal design. Stately and 
graceful in appearance, with ivory white, genuine porcelain 
enamel finish inside and over the roll rim. The tub and the 
base are made of the best grade of soft gray iron. The 
pedestal base is cast in one piece, and the body of the 
tub in another. The tub sets rigidly on the base, and the 
two are matched by a gracefully designed curve, so that 
it looks like one solid casting. Outside of tub is furnished 
with plain painted finish, but if so desired we can furnish 
tub with ivory white enamel finish on outside of entire 
body of tub, and pedestal striped in gold, at an extra charge, 
as noted below. Tub is fitted with the very latest type of 
Standing Roman Lifting Waste, with China waste Index of 
heavy brass construction, heavily nickel plated. This fitting 
does away entirely with the necessity of a rubber plug or stop- 
per in the bottom of the bath tub, which is often so troublesome 
and hard to keep in place. Tub is also fitted with nickel 
plated supply pipes to floor, and No. 4% nickel plated 
Poller double bath cock, with index handles for hot and 
cold. Tub is absolutely guaranteed to be of the highest 
grade, and the enamel is guaranteed not to chip, peel or 
crack while in use. Length of tub. 5 ft. Width. 30 in., 
with 3 in. heavy roll rim around entire tub. Deph in- 
side. 1 7 Vz in. Height, from floor to top of rim, 2 3 in. 
Shipping weight, approximately. 4 00 lbs. Tub is fitted 
for lead pipe connection. If V*on pipe connections are 
wanted, add 50c to price quoted. 

NOTE — Prices given below are for tub only, with nickel 
plated trimmings, as described, and do not include the bath 
seat, sponge holder, or soap dish, which are quoted sep- 
arately: 

Cat. No. Size of tub Length over rim Price each 

3CP5«43i> 4 Vz ft. 5 5 in. $20.25 

3CP50440 5, ft. 61 in. 27.25 

3CP50441 5% ft. 6 7 in. 30.50 

3CP50442 6 ft. 73 in. 33.50 

NOTE— If ivory white finish is wanted on outside of tub, 
with gold bands, add $15.00. 

3C5G405 — Bath Tub Seat. Polished oak. with nickel plated 
hangers which fit over rim of tub, and have rubber guards to 
prevent injury to the tub. Weight, 4 lbs. KA«% 
Each OUC 

3C50315— Nickel Plated Wall Pattern Soap Dish. Weight 

££ 62c 

3C5G340— Heavy Brass. Nickle Plated. Wall Pattern 
|ponge Holder. Weight, 1 lb. 88C 
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ENAMELED STEEL BATH TUBS 



FOR PORTABLE USE THESE TUBS 
ARE UNSURPASSED 



LIGHT, STRONG, DURABLE 



IF PROPERLY CARED FOR THESE TUBS 
WILL LAST MANY YEARS 



Enameled Steel Bath Tub $5§5 

For those not wishing to go to very great expense in fitting up a 

■ a. ■ l _ *. ■ .. 'II I Ilk/ AiifinflUA 



These Bath Tubs are 
absolutely guaran- 
teed to give satis- 
faction, and with a 
reasonable amount 
of care will last 
many years. 



ot wishing to go to very great expense in nixing up a 
bath room, our enameled steel tubs will be found especially attractive. 

They are light in weight, so the freight charges are very little, 
and in many instances they will answer the purpose almost as well 
as any of the higher priced tubs on the market. 

The tub is built of heavy gauge sheet steel, galvanized and 
enameled, with a bake finish enamel inside, and outside over the 
galvanizing. The tub is enameled white inside, and a sky blue 
color outside, trimmed in gold. Top of tub is capped with tt-inch 
solid oak rim, nicely varnished and finished. 

Tub is fitted with brass, nickel plated, connected waste and 
overflow, chain and rubber stopper. Fuller bath cock or nickel 
plated supply pipes are not included at prices quoted. 

If properly cared for, and given a good coat of white enamel on 
the inside about once each year, these tubs will last many years. _ 
Do not allow boiling hot water to run into the tub at first. See that the entire bottom or 
the tub is covered with cold water before turning on the hot water. This will preserve tne 
enamel on the tub. Weight. 9 0 lbs. 

:*CP5«420— Length. 4% ft. Each 

3CP5«4^1— Length, 5 ft. Each 6.40 

3CP5U4a!i— Length, 5 Ms ft. Each 6.70 

EXTRAS 

3C55470 — 'No. 4V2 Fuller Double Bath Cock. For Vz in. iron pipe connection. 

Weight. 4 lbs. Each 

3C5G527— Nickel Plated Bath Supply i Oft 

Pipes. % in. Per pair 

MOTE — If 114 in. Iron pipe connection Is wanted on waste outlet of tub, add wc 



$1.88 




"HANDY" BATH COMBINATION $| 3~ 

This outfit consists of our portable home Nickel Plated Bath 
Water Heater, fully described on Page 27 of this book, with our 
enameled steel bath tub, described on this page. One of the most 
convenient little combinations on the market, entirely self-con- 
tained. No plumbing required. For use in Summer cottages, 
temporary buildings, or any place where a permanent installation 
is not desirable. 

Tub is light and easily handled. Can easily be picked up and 

Eut away when not in use. Waste outlet can be fitted with rub- 
er hose, to discharge waste water out of doors into sewer or cess- 
pool, so that this outfit may be used without any plumbing 
piping system whatever. 

For permanent installation, it is only necessary to make the 
waste and cold water supply connection. Hot water is supplied 
by heater. Wt., 140 lbs. Shipped from factory, Eastern Michigan. 
;{CF5«4»o— Handy Bath Combination, with 4% ft. 0 I O CR 

tub. Each (at factory) O IO1OU 

3CF5643G— Handy Bath Combination, with 5 ft. 2Q 




tub. Each (at factory) . 



EXTRAS 



3C55470— No. 4V2 Fuller Double Bath Cock. For % in. iron 
D_ipe^ connection. Weight, 4 lbs. £| gQ 

3C5G527— Nickel' ' Plated ' Bath Supply' Pipes! ' '% 'in.' " I Of) 

Per pan liOU 

NOTE — If 1*4 in. iron pipe connection is wanted on waste outlet of tub, add 50c 




Rubber Shower Bath Hose 




3C56500 rubber hose 

Shower Bath Spray. Made 
of the best corrugated rub- 
ber tubing, heavy weight. 
Length, 7 ft. Diameter. 
% in. This spray is easily 
attached to any faucet not 
over one- half inch in out- 
side diameter. 

A refreshing shower bath 
can be taken without wet- 
ting the hair. A highly 
practical, inexpensive 
shower attachment should 
be in every bath room. Just 
the thing for a cool, ex- 
hilarating, rinsing shower 
before finishing the bath. 
Usual $1.25 valfie. 
Weight. 12 oz 
Each 



78c 




Oak Bath Tub Seats, 50c 

OOKCAAR Polished oak 
OUODHUO bath tub seat 
with heavy nickel plated 
hangers to fit over rim of tub. 

Fits any size tub; hangers 
are covered with rubber tub- 
ing to protect enamel on tub. Substantially made, will last 
indefinitely. Regular 7 5c value. Weight, 4 lbs. RflC 
Each uwu 

WHITE ENAMELED BATH TUB SEAT 

AACCJIftC Bath Seat. Same construction as above,, ex- 
OUDu4UD cept that it is finished in white enamel. 
Weight, 4 lbs. ftlfi 
Each V ' " 

Shower Bath Spray 6Tc 

OOKCRftR Shower Bath 
OUDbOUO First quality 
l Spray, for shampoo or bath. 

Has nickel plated brass, per- 
f forated shower head, with heavy 
white rubber tubing for con- 
nection to bath faucet. Easily 
attached to any bath faucet 
which is not over % in. in outside diameter. Temperature of 
water easily controlled by regulating faucet. Can be attached 
or detached instantly. No plumbing work required. 

The shower head is fitted with a rubber guard, to prevent 
injury to tub or basin. A fine, needle spray-rinsing shower 
can be taken without wetting the hair. As a shampoo spray 
it is unsurpassed. Regular $1.00 value. Weight, 
12 oz. Our price w ■ w 





Bath Tub Shower $fi!0 
Combination - - - U 

3CP56508— 

Here is a complete, 
modern Shower Bath 
Combination, at a 
price within the 
reach of all. No ex- 
pensive plumbing 
work required to at- 
tach It. Entirely 
self-contained. Comes 
already packed in 
box, with screws for 
attaching to wall, as 
shown in illustration. 
Can be fastened in 
very few minutes, 
and it is ready for 
service. A screw 
driver is the only 
tool you need to set 
it up. 

The entire frame, 
including the curtain 
ring, is made of 
heavily nickel plated 
brass tubing. Shower 
head and extension 
arm are also of heavy 
nickel plated brass 
construction, and the 
entire outfit is very 
substantially made in 
every way. 

The curtain is of 
soft white duck, and 
a rubber cap to pro- 
tect the hair from 
getting wet is fur- 
nished with each out- 
fit. Can be attached 
or detached instantly 
from bath faucet, as 

wm 1 m i -«r shown. Temperature 

of shower water can easily be regulated to the exact degree 
desired by simply adjusting the handles of the bath cock on 
the tub to which tube is attached. Every outfit absolutely 
guaranteed. Regular $10.00 value. Weight. 9 lb i_ Co ."2: 
plete, with curtain, cap and rubber tube. CE I Q 

Each wwi ■ w 



$ I 30 Shower Bath Yoke 




Can be attached or detached instant- 
ly. No Plumbing Work required 



3C56502 sarjt^rs: 

heavily nickel plated, with flexible 
rubber tubing attachment. Can be 
instantly attached to any bath 
faucet. No plumbing work required. 

Temperature of water easily regu- 
lated by adjusting faucet handles 
on bath cock, to which tube is at- 
tached. Enables you to take a 
shower without wetting the hair. 
Just the thing for a cool, refreshing, 
rinsing shower before leaving the 
bath. One of the finest shower at- 
tachments on the market. Regular 
$2.00 value. Weight, 1 lb. 
Yoke and Tubing, 0 I Oft 

Complete V I iOv 



A Cold, Refreshing Shower Should Al- 
ways be Taken Before Leaving the Bath 



Portable Shower $Q30 
Self-Contained - u 

OOECKftC Portable Shower Bath 
OUODOUD Outfit. Consists of a gal- 
vanized iron tank of 5 gallon capacity, 
which Is fastened to wall, and to which 
is attached a rubber shower hose. In this 
way a complete bath can be taken with- 
out the necessity of any plumbing instal- 
lation whatever. Can be used in any 
building anywhere, regardless of whether 
plumbing is installed or not. Simply fill 
the tank with water at proper temperature, 
and it is ready for service. 

This outfit will be found very con- 
venient and desirable where the house is 
not equipped with a bath tub. Easily 
attached to the wall with a few screws. 

cool, refreshing shower within reach of 
fall. Flow of water is controlled by valve 
beneath tank, to which rubber tube is 
connected. A shower can be taken with- 
out wetting the hair. Weight, packed for 
shipment, 6% lbs. Regular $5.00 value. 
Complete Portable Shower Bath Outfit, $3.30 
as described • ww»ww 
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PORCELAIN ENAMELED LAVATORIES 



QUALITY GUARANTEED 



Our Cast Iron Whit© Porcelain Enameled Lavatories are all manufactured especially for 
us, and are guaranteed to be of the very highest quality. The castings are made from the 
best grade of soft gray iron. Each casting is carefully inspected and guaranteed perfect, free 
from flaws or defects of any kind. 

The castings are very carefully filed and finished, after being taken from the sand and 
they are then heavily coated with the best quality of genuine white porcelain enamel, 
applied by a special process in manufacture, which insures a hard and fast contact between 
the enamel and the iron surface, and prevents any possibility of peeling or cracking after 
the fixture is in use. Enamel is very heavily applied with a smooth and even surface, free 
from imperfections of any kind. The enamel is guaranteed to be of full, deep, clear white 
color, entirely free from that bluish tint which is always to be found in the lower grades of 
plumbing fixtures. 

In finish, workmanship and material, these fixtures are absolutely guaranteed to come up 
to the very highest standard of plumbing fixtures manufactured at the present time. The 
prices at which we are offering these fixtures mean a saving to you of anywhere from 30 to 
ro per cent over any prices that you can secure elsewhere on such a high grade of goods. 



A GREAT CONVENIENCE 

Very few people building modern homes ever stop to consider the great convenience of an 
extra lavatory or two located at convenient places in the home. As a rule the bath room 
is always on the second floor. What a great convenience it would be to have an extra lavatory 
on the first floor, located where the members of the household can wash up after coining 
in from work or play. 

It is not a difficult matter to install one of these fixtures. With our modern system of 
iron pipe connections it is very simple, indeed. Any ordinary mechanic can do the work; 
it does not require the services of an expert plumber. 

We can furnish any of these lavatories with pipes for connection to either floor or wall. 
Both styles of connection are shown in the illustrations below. Where connections are made 
to wall it is necessary to have the supply and waste pipes extend up inside the plastered 
partition, and if you are installing a lavatory in an old building, we recommend the floor 
connections, as this avoids the necessity of tearing out the plastered wall to run the pipes. 
It will only be necessary to remove part of the floor where the pipes run, and the wall 
need not be disturbed. 

You will note that each lavatory is listed with pipes to floor and pipes to wall. 



WHITE ENAMELED LAVATORY 

$465 




Genuine White 
Porcelain Enam- 
eled. Cast Iron. 
Half Circle 
Straight Wall 
Lavatory. 
Size, 10x19 with 
10x14 bowl and O 
in. high back fitted 
with concealed cast 
iron wall brackets. 
Molded from the best 
grade of soft gray iron, 
with a heavy coat of best 
quality porcelain enamel 
applied by special proc- 
ess. 

Lavatory is absolutely 
guaranteed not to chip, 
crack or peel under or- 
dinary use. Neat and 
graceful in design and 
appearance. Narrow roll 
rim, all corners carefully 
rounded. Shipping wgt., 
80 lbs. 

3CP50H40 — Lavatory 
only, without nickel plat- 
ed trimmings. fcO CR 
Each OOiDO 

3CP?»or>42— w h i t e 

Enameled Lavatory, com- 
plete, as described. Has 
heavily nickel plated 
compression low down basin cocks, with China indexed handles; 
nickel plated straight supply pipes to floor; nickel plated long 
"S" trap to floor; necessary nickel plated floor flanges; and 
nickel plated chain and rubber stopper, all complete, as shown in 
illustration, for lead pipe connection. Shipping 

weight, 90 lbs. Each 

3CP50541 — White Enameled Lavatory, same as described, 
with all fittings and connect ions to the wall instead of to the 
floor, for lead pipe connection. 0 7 QC 

Each $ I iOv 

NOTE— If above lavatory is wanted for iron pipe connection, 
add 7*>c 



O BMUVVH III 

$7.85 




Square 

Front 

Lavatory 

$g40 



White Porcelain 
Enameled, Cast Iron 
Lavatory. Full square 
slab, with rounded 
corners. High back, 
and oval bowl. Cast 
in one piece, from the 
best grade of soft 
gray iron. Heavily 
coated with best qual- 
ity genuine white por- 
celain enamel, ivory 
white smooth finish, 
fully guaranteed. 
Length of back, 24 
in. Width from wall, 
18 in. Height of 
back, 1 0 in. Size of 
bowl, 11x15 in., 
with patent overflow 

and concealed wall brackets. 

Shipping weight, about 110 lbs. 
3CP50548— White Enameled Lavatory only. 0C Aft 

without fittings. Each «Di < IU 

3CP50547— White Enameled Lavatory, complete with all 
nickel plated fittings to floor, as shown in illustration, includ- 
ing China indexed basin cocks, rubber plug and nickel plated 
chain, etc., for lead pipe connection. Shipping 0 I A Qf| 

weight, about 120 lbs. Each vlUiOU 

3CP50540 — White Enameled Lavatory, as above described, 
with all nickel plated fittings for connection to the wall instead 
of to the floor for lead pipe connection. Shipping weight. 

I« u h t ..?. 20 .. ,b3 : $10.20 

NOTE — If above lavatory is wanted for iron pipe connection, 
add 75c 



WHITE ENAMELED $085 
CORNER LAVATORY 0 




Genuine White Porcelain Enameled, Cast Iron Corner 
Lavatory. Small and compact in design, artistic and graceful 
in appearance. For use in all places where space is limited. 
A fine, serviceable little outfit, fully guaranteed. Length on 
sides, 16 in. Height of back, 5 in. Diameter of bowl, 11 
in., with patent overflow and concealed cast iron wall brackets. 

Lavatory is cast from the best grade of soft gray iron.heavily 
coated with best quality ivory white enamel, carefully applied. 
Guaranteed not to crack or peel while in use. Shipping weight, 
70 lbs. 

3CP56572— White Enameled Lavatory only, without any 
nickel plated trimmings. * a qp 

Each OOiOO 

3CP5G573 — White Porcelain Enameled Iron Lavatory, com- 
plete. Has nickel plated "P" trap for wall connection; nickel 
plated supply pipes to wall with necessary nickel plated wall 
flanges, etc. ; and nickel plated low down pattern compression 
basin cocks, with China indexed handles for hot and cold, all 
complete, as shown in illustration, for lead pipe connection. 
Shipping weight, about 8 0 lbs. £g j^g 

3CP50578— White Enameled Iron Lavatory, as described. 
Has all nickel plated trimmings to the floor instead of to the 
wall, for lead pipe connection. Shipping weight. 0O **E 

about 80 lbs.» Each OO°O0 

NOTE— If above lavatory is wanted for iron pipe connection, 
add 75c. 



WHITE ENAMELED LAVATORY 




Ornamental 
Design 



$6.95 



Genuine White Porcelain Enameled, Deep Apron Lavatory. 

Ornamental design, like illustration. Length of back, 24 in. 
Width from wall, 18 in. Height of back, 10 in. Has "D" 
shape bowl, 11x16 in., with patent overflow and concealed 
cast iron wall brackets. Of beautiful, artistic design, and 
graceful appearance. Perfect casting. Best quality genuine 
white porcelain enamel, smooth ivory white finish. Fully 
guaranteed. Shipping weight, about 120 lbs. 
3CP50502— White Enameled Lavatory only, 
without fittings. Each 

3CP50503 — White Enameled Lavatory, complete as shown 
in illustration, including all nickel plated fittings for wall 
connection; nickel plated compression basin cocks, with 
China indexed handles; nickel plated chain and rubber stopper, 
etc., for lead pipe connection. Shipping weight, CM AVI 

about 130 lbs. Each 0 I I ■4D 

3CP5G504— White Enameled Lavatory, as described. Has 
all nickel plated trimmings to the floor instead of to the wall, 
for lead pipe connection. Shipping weight, about 0 11 OK 

130 lbs. Each Ol liOv 

NOTE — If above lavatory is wanted for iron pipe connections, 
add 75c 



White 
Enam- 
eled 

Lavafory 

$455 




Genuine White 
Porcelain Enam- 
eled Lavatory. 

Has . "D" pat- 
tern slab, round- 
e d front. Me- 
dium size lava- 
tory, with large, 
roomy wash 
bowL One of 
the most serv- 
iceable lavatory 
outfits on the 
market. Straight 
wall pattern. 
Size 18x^4 with 
8 in. back and 
10x14 towl. A 
high-grade fix- 
ture. Guaran- 
teed free from 
flaws or defects 

of any kind. Patent overflow and concealed wall brackets 

Shipping weight, .about 0 0 lbs. 

;{CP50."544 — White Enameled Lavatory only, without nickel 
plated trimmings. gg 

3CP50540— White Enameled Lavatory, complete as shown 
in illustration. Has nickel plated "S" trap and supply pipes 
to floor; nickel plated compression basin cocks, with China 
indexed handles; and nickel plated chain and rubber stopper, 
for lead pipe connection. Shipping weight", 100 lbs. JQ gQ 

3CP50545 — White Enameled Lavatory, same as above. Has 
all fittings to the wall instead of to the floor, for lead pipe 
connection. Shipping weight, 100 lbs. £g gg 

NOTE — If above lavatory is wanted for iron pipe connections, 
add 75c. 



Deep 
Apron 
Lavatory 

$£50 



White 
Enam 



Iron 




Genuine 
Porcelain 
eled. Cast 
Lavatory. Half cir 
cle pattern, with 
deep apron. Size, 
18x21 with 8 in. 
back and | ox I I 
in. bowl fitted with 
concealed wall 
brackets. Perfect 
casting. heavily 
enameled with best 
quality white por- 
celain enamel. Ivo- 
ry white smooth 
finish, fully guar- 
anteed. Perfect and 
free from flaws oi 
defects of any kind. 
Shipping weight, 
about 1 1 0 lbs. 

3CP50554— White Enameled Lavatory, only, 0E en 
without fittings. Each oOiOU 

3CP5055O— White Enameled Lavatory, complete as shown 
in illutsration, with all nickel plated trimmings to the floor, 
for lead pipe connection. Shipping weight, (A AC 

about 120 lbs. Each o"iO0 

3CP50557— White Enameled Lavatory, as above, with nickel 
plated fittings to the wall instead of to the floor, for lead pine 
connection. Shipping weight, about 120 lbs. <||JJ yg 

NOTE — If above lavatory is wanted' for iron 'pipe connection, 
add 75c. 
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Solid White 
China Lavatory 



8 



40 




Solid White China Lavatory. Of heavy massive 
construction. Molded In one piece from solid vitreous 
China. White glazed finish. Round front pattern 
with recessed slab of beautiful design. Very artistic 
in appearance. Supported from wall with concealed 
cast iron brackets. Length of slab across back, 21 
in. Width, from wall, 19 In. Height of back, 6 in. 
Size of bowl, 11x15 in. Shipping weight, approx 
imately, 6 5 lbs. A high grade fixture in every respect, 
fully guaranteed. 
3CP56592— Lavatory only, without 0Q Aft 

fittings. Each »° ,,y 

3CP56594— Lavatory complete, as shown. With 
two nickel plated China Indexed Compression Basin 
Cocks; nickel plated "S" Trap; and nickel plated 
Supply Pipes to floor; Rubber Plug, and nickel plated 
Chain complete, for lead pipe connection Weight 
approximately. 80 lbs. X I 3.3! 

Each W ■ wiww 

3CP565J)3— Lavatory complete. Same as above, 
with all nickel plated trimmings to wall instead^ o_ 
floor, for lead pipe connection. CIO * 

Each ■ 

NOTE — If lavatory is wanted for iron pipe connec 
tion. add 75c to above price. 



Deep Apron Corner $ 
Lavatory » 




WHITE ENAMELED 
PEDESTAL LAVATORY 



$2Joo 




I. 




Genuine White Porcelain Enameled Iron Pedestal Lavatory. A very high 
grade lavatory fixture, suitable for the finest mansion. Lavatory is past - from 
the best grade of soft gray iron. Heavily coated from the floor up with genuine 
white porcelain enamel of deep china white color, applied by a special Pr°£e*» 
which insures a hard and fast contact between the enamel and the iron, 
preventing any possibility of cracking or peeling of the enamel after the fixture 
is in use. The enamel surface is guaranteed smooth and perfect, free from 
defects of any kind. This lavatory will present a beautiful appearance 

an iavJtory°is n built in two separate parts, consisting of the top slab and base 
pedestal, each carefully filed and fitted for t assembling. The v*™^™™ 
finished up to the very highest standard. Lavatory is equipped with the very 
latest typ? of "Ideal" waste fitting, with white China indexed waste fixture 
of heavy brass construction, heavily nickel plated. This does away with the 
necessity of a rubber plug stopper, which is often so troublesome and hard 

t0 The P basin cocks are of the very latest pattern semi low down jM« type, 
heavily nickel plated, with white China indexed handles for hot and cold. 
Pipe fixtures are designed for wall connection and plumbing for layatoij 
should be arranged accordingly. Length of slab, 27 In. widtn, 4* in, 
Size of bowl, 13x18 in. Shipping weight, about 200 lbs. A#> -* MA 

3CP565S1— Pedestal Lavatory, as described. For lead pipe $23t0l 

3CP56&%0— Pedestal' Lavatory.' ' Same ' style 'as ' above'.' except that slab is 
larger size, 33*24 in. wide. Size of bowl, 13x18 in. Weight, approximately 
240 lbs. * t ^ A S25.0C 

Each, complete as described • • w , , 

NOTE— If lavatory is wanted for 1*4 in. iron pipe connection, aad 
T5e to prices quoted. 



Solid China Full $765 
Front Lavatory I 




6 



40 



White Enameled $g95 



Straight Wall Lavatory' 



Genuine White Porcelain Enameled Corner, Deep Apron 
Lavatory. Cast in one solid piece, with 8 in. high back, roll 
rim, rounded corners, recessed top. This is an ideal lavatory 
fixture for all places where a corner lavatory is desired. 
Recess soap dish cast in bowl. 

Lavatory is heavily coated with smooth white enamel, best 
quality applied by special process, fully guaranteed against 
cracking or peeling. Size of bowl, 11x15 in., with patent 
overflow and concealed wall brackets. Shipping weight, about 
90 lbs. 

3CP 56566— Lavatory only, as described, without ft C Aft 

nickel plated trimmings. Each 

3CP56568— White Enameled Lavatory complete, as shown 
in illustration. Has two nickel plated China indexed com- 
pression faucets; nickel plated "S" trap to floor; nickel plated 
straight supply pipes to floor; with floor flanges, for lead pipe 
connection ; and nickel plated chain and rubber stopper. Ship- 
ping weight, about 100 lbs. &IH 7R 

Each • IW,IU 

NOTE— If lavatory is wanted for iron pipe connection, add 
75c to prices quoted. 




Genuine White Porcelain Enameled Cast Iron Lavatory. 

Has deep apron and high back, full square type slab with 
rounded corners. Oval bowl, size 11x14 in. Patent overflow 
and concealed cast iron wall brackets. Length of slab, 24 in. 
Width from wall, 1 S in. Height of back, 1 0 in. 

One of the most beautiful and gracefully designed straight 
wall lavatories on the market. An ornament to any bath 
room. Fixture is heavily coated with genuine white porcelain 
enamel, applied by a special process in the manufacture, in- 
suring a hard and fast contact between the enamel and iron, 
and preventing any possibility of cracking or peeling while the 
fixture is in use. A strictly high grade fixture, fully guaran 
teed. Shipping weight, about 120 lbs. 

3CP5655S— Lavatory only, without fittings. M QC 

Each iJViUV 

3CP 565 59— Lavatory, complete, as shown. Has two nickel 

plated China indexed compression basin cocks; nickel plated 
long "S" trap to floor; nickel plated straight supply pipes to 
floor, with floor flanges, for lead pipe connection; and nickel 
plated chain and rubber stopper. Shipping weight, about 
130 lbs. J | I OS 

Price, complete w 1 

NOTE— If lavatory is wanted for iron pipe, add 75c to 
prices quoted. 



Genuine white China lavatory like Illustration. 

molded from one solid piece of vitreous China, ivory 
white glazed finish. A very high grade fixture, fully 
guaranteed A-l quality, and perfect in every respect. 
Large square pattern slab, with rounded corners. 
Length of slab across back. 2 0 in. Width, from wall. 
18 in. Height of back, G in. Size 6f bowl. 11x15 
in. Patent overflow, with rubber plug stopper and 
nickel plated chain. Lavatory is supported from wall 
with concealed cast iron wall brackets. A high grade 
fixture in every respect. . Shipping weight, about 6 2 

3CP56588— Lavatory only, without M CE 

fittings. Each .. ... 

3CP565SD— Lavatory complete, as shown in illus- 
tration. Has two nickel plated China indexed com- 
pression basin cocks; nickel plated "S" trap to floor; 
nickel plated straight supply pipes, with nickel plated 
floor flanges, for lead pipe connection ; and nickel 
plated chain, and rubber stopper, complete. Shipping 
weight, about 7 5 lbs. $ I 2i75 

3^P5i959i^aVatefy' * complete, as above. Has 
nickel plated supply pipes and trap with outlet to 
the wall, instead of to the floor. For 0 i O Cg 

lead pipe connection. Each w ■ fcivw 

NOTE— If lavatory is wanted for iron pipe connec- 
tion. add 75o to prices quoted. 



Straight Front White 
Enameled 



$1150 



CORNER 
LAVATORY 



(i 




Genuine White Porcelain Enameled. One-piece Corner Lava- 
tory. Straight wall type, with oorner piece. The special design 
of this lavatory is such that all of the advantages of the 
straight wall type of lavatory are retained. Front of lavatory 
faces outward from wall, as shown in illustration, instead of 
from corner. This eliminates- the crowded effect, so noticeable 
in the regular type of corner lavatory. 

One of the finest and highest grade lavatory outfits on the 
market. We strongly recommend this type wherever a corner 
lavatory is to be used. Quality absolutely guaranteed. Fur- 
nished with either right or left hand end piece Size of slab. 
18x2 4 in. Height of back, 10 in. Oral bowl, llxlb% in. 

S W P Klte g InKi Co^ne^Lavatory only, without nickel plated 

3CP§6574-- With Right Hand End, as shown. 0 1 I CQ 

Each ,auw 

3CP56575— With Left Hand End. | j^Q 

Ea Whi'te Enamel' Corner Lavatory'.' complete.' ' Has nickel Plated 
China indexed compression basin cocks; nickel Plated long 
'•S" trap to floor; and nickel plated straight supply pipes to 
floor, with floor flanges for lead pipe connection ; and nickel 
plated chain and rubber stopper. Shipping weight, 14 5 lbs. 
3CP56576— With Right Hand End, as shown. C G HQ 

Each * 1 w>vv 

3CP56577— With Left Hand End. | g a QQ 

Ea N0TE— If lavatory is "wanted' for iron pipe connection, add 
75c to prices quoted. 
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LAVATORIES AND BATH FURNISHINGS 



White Enameled with Enameled Leg 

$| f 50 

Genuine White Porcelain 
Enameled Cast Iron Lavatory. 

Ornamental design. Straight 
wall pattern, with deep apron 
and high back. Size of slab, 
18x24 In. neight of back. 
10 in. "D" Pattern bowl, 
llxlGVi In. Lavatory is 
equipped with ornamental 
cast iron, white porcelain 
enameled center leg. as 
shown in illustration, giving 
the fixture a substantial, 
handsome appearance. This 
lavatory makes a beautiful 
ornament in any bath room. 

Lavatory is cast from the 
best Quality soft gray iron, 
heavny coated with best qual- 
' lty enamel, applied by the 
very latest improved process, 
which insures a hard and 
fast contact between the en- 
amel and the iron, and gives 
a smooth and even finished 
surface of deep white color. 
Enamel is absolutely guaran- 
teed against chipping or 
cracking under ordinary use 
Lavatory Is furnished compile" with concealed wall hangers for aUachmfint to WJU. MOT 
nefessar? y bolts for attaching, center leg. as shown in illustration. g&J&JtfmSSl 
construction, ornamental design, and heavily coated with genuine white porcelain ename 
from the floor up to match lavatory. Weight, crated for shipment. loO ids. 
3CP56570— Lavatory, as described, without nickel plated trimmings. $| | a DU 

Each 

3CP56571— Lavatory complete, as shown in illustration, with semi-low .252 
nickel plated, solid bfass compression basin cocks, with white China indexed handles nuJwl 
plated supply pipes; and nickel plated half "S" trap to wall, for lead pipe connection witn 
wall flanges; nickel plated chain; and rubber stopper. Shipping weight, about. J | § g CjlJ 

1 Vote 9 — If ^a^a^rvTsVante'd for iron pipe connection, add 75c to price quoted. 




White Porcelain Enameled Lavatory 



Genuine White Porcelain Enameled Cast 
Iron Lavatory. Size of slab, 16x19 in. 

Height of back. 8 in., with "D" pat- 
tern bowl, size lO'Axll'A In. Lavatory 
has a 3 -in. apron. This is one of the 
neatest and finest straight wall lavatories 
ever placed on the market. It is not a 
full, deep apron lavatory; neither is it 
a narrow apron lavatory. It is a medium 
between the two. Bottom of apron has a 
raised border, as shown in illustration. 
Lavatory has a liberal size bowl, but is 
very compact, and takes up very little 
space. A very artistic and serviceable 
fixture. Presents a beautiful appearance, 
and is an ornament to any bath room. 

The fixture is cast from the best qual- 
ity soft gray iron, heavily coated with 
genuine white porcelain enamel applied 
by the latest improved process, which in- 
sures a hard and fast contact between 
the enamel and the iron, and gives a 
smooth, evenly finished surface of full, 
deep white color. Enamel is guaranteed 
against cracking or chipping under ordi- 
nary use. Lavatory has recessed soap 
dish cast in bowl, as shown. Furnished 
complete, with concealed wall hangers 
for attaching to wall. Shipping weight, 
about. 80 lbs. 

3CP56550 — Lavatory only, as de- 
scribed, without nickel plated (C IB 

trimmings. Each VVi I V 

3CP5055O — Lavatory only, as de- 
shown in illustration. H'as nickel plated 
long "S" trap and supply pipes to floor; 
nickel plated semi- low down compres- 
sion basin cocks, with China indexed 
handles, nickel plated chain, and rub- 
ber stopped, fitted for lead pipe connec- 
tion. Shipping weight, 9 0 lbs. 0 Q I C 

Each #?■ I O 

NOTE — If lavatory Is wanted for iron 
pipe connection, add 75c to price quoted. 

It Does Not Require the Services of 
Install One of These 




an Expert Plumber to 
Fixtures 



BATH TUB ENAMEL 

These enamels produce a hard, 
lustrous surface, that will not chip or 
mar. One pint will give an ordinary 
bath tub two coats. Can be fur- 
nished in porcelain white, old Ivory, 
wild rose and green. Just the thing 
for giving ivory white finish to out- 
side of cast iron bath tubs. Sheet 
steel bath tubs should be painted in- 
side and out with this enamel, at 
least once a year. If this is done 
they will last indefinitely. Can also 
be used for enameling iron beds, 
etc. Be sure to state color. 
2A58160— -Half pint cans. 

Each 28c 

2A581G1 — One pint cans. Each 48c 

2A58162 — One quart cans. 

Each 85c 

Be sure to state color wanted. 



SHAMPOO SPRAY 

One of the cleverest and most useful 
devices ever placed on the market. 

Can be attached to any bath faucet, 
as shown in illustration. Made in 
two parts, consisting of a perforated 
nickel plated brass shell, containing 
a rubber ball with hole in the center, 
which is slipped over spigot of bath 
cock. 




Shell Is spun over rubber ball, 
making a ball and socket joint, so 
that water can be thrown in any 
direction, high or low. If you could 
once see this device in action you 
would not be without it for a 
moment. It is a perfect bath shampoo 
spray and needle shower. Weight, 

3056503— Each 50C 

Above price is for shampoo attach- 
ment only. Bath cock is not Included. 



RUBBER BATH SPONGES 

Made of best sponge rubber. Just 
the thing for the bath room. A great 
invlgorator for massage use. 

Cat. No. I Si ze In. I Price 



French Plate Bath Room Mirrors 






These Mirrors are designed especially for bath room use. The frames are finished with white enamel, 
deen whit A color highly polished and hand rubbed. The mirrors are made of the very best polished beveled 
French plate glass This is the only appropriate mirror for the bath room. Beautifully designed, clean 
and sanitary in appearance. No bath room should be without one. 



Polished beveled French plate 
Bath Room Mirror. Hand-polished, 
white enameled frame. Oval pat- 
tern. Like illustration. 



1, 3056393 

Shpg. wt. Price 
I beveled 



10x171 20 lbs. 
10 x 20 30 lbs. 
14x24 I 40 lbs. 



$1.60 
1.90 
2.50 



Polished beveled French plate 
^ath Room Mirror. Hand-polished, 
white enameled frame. Square pat- 
em. with rounded corners. Like 
illustration. No sharp edges to 
chip, or corner joints to open up 



Size in. Shpg. wt. 



lOx 17 

12x20 
14x24 



2 5 lbs. 

3 5 lbs. 

4 5 lbs. 



3C56402 

Price 
beveled 
S1.60 
1.90 
250 



Polished beveled French plate 
Bath Room Mirror. Hand -polished, 
white enameled frame. Full square 
pattern. Like illustration. 



10 x 17 
12 x 20 
14 x 24 



Shpg. wt. 

2 5 lbs. 
35 lbs. 
4 5 lbs. 



3C56404 

Price 
beveled 
$1.40 
• 1.70 
2.2Q 



BATH STOOL 

3C56400— 

White enameled, 
highly finis hed. 
superior Quality 
Bath Stool, like 
illustration. Legs 
of stool are 
equipped with rub- 
ber tips, as shown. 
Can be used in the 
tub without injur- 
ing enamel. A very handy little stool. 
No bath room should be without one. 
Diameter. 13 in. Height. 15 in. 
Regular $3.50 value. Weight, 
packed for shipment. 8 lb^ 
Each 




Weight. 

$2.25 



SHOWER BATH AND 
MASSAGE BRUSH 



FANCY BATH ROOM MAT, 50c 



2S51166 I 2%x3%xl% 
2S51168 2%x4 xl% 
2S51170 1 3 X4y 2 x2 



35c 
50c 
80c 




2S50392 — A Detachable Flowing 
Bath and Frictronal Shower Massage 
Brush. It cleanses, massages and 
showers. It is simple, sanitary and 
reliable. The brush has extra qual- 
ity, white bristles, and can be de- 
tached from handle. Has 6 feet 
of rubber tubing. Shipping weight. 
10 oz. 

Price 



$2.45 



BATH BRUSHES 



87c 



4Z 561 62— Turkish Terry Bath Rug or Mat. No bath room 

complete without one. Protects the bather from contact with wet 
or cold floor. Close woven and pood, plain colored center with 
white floral border. Woven with thread loops in the same way as 
Turkish towels, but made of much better yarn, brighter and 
softer, and with more fullness or density; the color and white 
contrasting with good effect. The quality is improved this season. 
Colors, tan, light blue, pink, or light green. Mention size and 
color wanted. Size. 24x41 in. Weight. 14 oz. gg 



2S5O390— The Invlgorator. Best 
large solid back bath brush, with 
1 1 rows of long, white, genuine 
Russia bristles and curved handle. 
There is nothing better, even if you 
pay $2.00. Weight, 10 oz. 07* 
Each OIV 



Straight Handle Brush 



2S50376 — Bath Brush. With 
straight handle. Solid hard wood 
back. Has 7 rows of white fiber. 
Weight. 6 oz. I 7<% 

Each ■ » • 
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LAVATORY COMBINATIONS 



FOR SCHOOLS 
OR FACTORIES 




We can furnish these Lavatory Ranges with con- 
nections to either the floor or wall at the same price. 
In ordering be sure to state whether supply and 
waste connection is wanted to floor, or to wall, and 
we will fill the order accordingly. 



LAVATORY RANGE 

WITH END WASTE OUTLET 
White Porcelain Enameled Lavatories 

QOCRCRQA Lavatory Range, consisting of any number desired, from 
OUIUOUOU two to ten, cast iron White Porcelain Enameled Lava- 
tories, with all connections, as shown in illustration. Lavatories are 
similar to our No. 3CP50544, described en Page 15 of this book. 
"D" Pattern bowl with roll rim. Size of slab, 18x21 in. Height of 
back, 8 in. Size of bowl, 10x14 In. 

Lavatories are furnished complete, with nickel plated supply pipes to 
wall, with nickel plated floor flanges; also nickel plated connecting waste 
pipe, with slip joint connections, by which all lavatories are connected 
to a common point at end of range, where connection is made to nickel 
plated half "S" trap to wall. All this waste connecting pipe is of heavily 
nickel plated brass tubing. Connections are of the slip joint type, so 
that the lavatories can be very easily connected up. This outfit makes 
one of the most practical, sanitary, and economical wash room outfits 
on the market, for school or factory installation. 

Each lavatory is fitted with nickel plated compression basin cocks, 
with China indexed handles, nickel plated chain and rubber stopper, and 
heavy cast iron, concealed wall brackets. Price given below is for each 
lavatory. When ordering, be sure to state the number of lavatories wanted. 
In figuring the cost of your outfit, allow the price quoted below for each 
lavatory, and we will fill your order for the complete outfit, with all con- 
nections made up, according to the number you order. Weight of each 
lavatory, about 9 0 lbs. Shipped from our factory in Northern M CC 
Illinois. Price, each (at factory) Of«\>v> 

NOTE — If wanted for iron pipe connection, add 50c net after you 
have figured cost of complete outfit. 



LAVATORY RANGE 

WITH CENTER WASTE OUTLET 
Large Slab Square Front Lavatories 

QftCKCRQ I Lavatory Range, consisting of any number desired, from two 
vUrvOvg I to ten, of our cast iron White Porcelain Enameled Lavatories, 
similar to our No. 3CP50548. Large slab, full square front type with roll 
rim and rounded corners. 

Outfit is furnished complete, with all nickel plated slip joint waste connections 
of heavy nickel plated tubing, connected for center discharge, as shown in 
illustration. Waste pipes discharge into heavy nickel plated half "S" trap 
for connection to wall, as shown. 

Each lavatory is furnished complete, with heavily nickel plated compression 
basin cocks, and China indexed handles, nickel plated chain and rubber 
stopper, and nickel plated supply pipes to wall, with wall flanges. Lavatories 
are supported from wall by concealed wall hangers. Length of lavatory across 
back, 24 in. Width, from wall, is »n. Height of back, 10 in. Size of bowl, 
11x15 in. 

When ordering, be sure to state number of lavatories wanted, and allow 
the price quoted below for each lavatory. Shipping weight of each lavatory, 
about 110 lbs. Shipped from our factory in Northern Illinois. 0Q At% 
Price, each (at factory) ^JiHU 

NOTE — If wanted for iron pipe connection, add 50c net after you have 
figured cost of complete outfit. 




For Schools, Factories, etc., these Lavatory Ranges are the most ser- 
viceable, sanitary and economical wash room equipment you can install 



$735 

I Back « 



CAST IRON WHITE PORCE- 
LAIN ENAMELED URINAL 

Back and Bowl are Cast in One Solid Piece 




3CF56534 



White Porcelain Enameled Cast Iron Urinal, like illustration, cast in one 
piece, with roll rim back. No seams or crevices. Easily cleaned. Brass flush 
pipe, and key stop cock as shown. Fitted with "Beehive" brass strainer and waste outlet, and 
brass coupling and tail piece. Furnished in different lengths, as listed below: 
Shipped from our factory in Northern Illinois. 

Size, 24 In. Shipping weight, 7 5 lbs. Price, complete as described $ 7.35 

SUe, 30 In. Shipping weight, 100 lbs. Price, complete as described 8.70 

Size, 36 In. Shipping weight, 125 lbs. Price, complete as described lO.OO 

Price, complete as described 11.35 

Price, complete as described 114.70 

Price, complete as described 17.35 

Price, complete as described 18.70 

NOTE— We can furnish the above with connections, threaded for iron pipe, at an extra 
charge of 50c each. 



Size, 42 in. 
Size, 48 in. 
Size, GO in. 
Size, 72 in. 



Shipping weight, 160 lbs. 

Shipping weight, 17 5 lbs. 

Shipping weight, 2 00 lbs. 

Shipping weight, 2 25 lbs. 



$ I0 



95 



FROST PROOF 
CLOSET 



Automatic Action 



This is one of the best Frost- Proof Closet Com- 
binations ever placed on the market. It is abso- 
lutely automatic, sure acting, of simple construc- 
tion, and will not get out of order or give trouble. 
It Is the only practical closet outfit for out of 
door installation, in unheated buildings, or any 
extremely cold or exposed places. No possible 
chance for it to freeze up. 

The supply cock, or flushing valve, is operated 
automatically by the long weighted lever, as 
shown in illustration. This lever is connected to 
seat with heavy copper coated chain. When seat 
is lowered, flushing valve is opened and water is 
carried up through pipe, insuring a constant 
flushing of the bowl. When seat raises automat- 
ically, the valve is shut off and the water in the 
pipe drains back into the trap through the small 
connecting pipe, as shown. The flushing valve 
and trap are placed in a pit well below frost line. 
No closet tank is required. 

Complete outfit consists of cast iron hopper 
closet bowl, heavily coated with genuine white 
porcelain enamel on inside, painted outside; one 
5 ft. length of soil pipe; one soil pipe half "S" 
trap; combination lead and iron ferrule, for con- 
necting hopper to soil pipe; automatic hinged 
seat, for attachment to bowl; and automatic valve 
mechanism, as shown. 

Outfit is complete, ready for installation, when 
it reaches you. Calking lead, or okum for making 
soil pipe joints, is not included. Shipping weight, 
about 115 lbs. Shipped from our factory in 
Northern Illinois. 

3CF56483 — Frost-Proof Closet Combination. 
Price, complete, 0 I ft Q C 

as described (Kansas City) 
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HIGH TANK CLOSET COMBINATIONS 



A HIGH GRADE PRODUCT 

Our High Tank. Closet Combinations, shown on this page, are fully guaranteed to be of 
the very highest quality in workmanship, finish and material. For all places where a closet 
outfit is liable to receive rough usage, as in hotels, public places, etc., the high tank type 
of closet will always be found most durable and serviceable. The high velocity of flow 
obtained in the water in flushing the closet, due to the elevated position of the tank, 
gives greater water pressure, and insures- an absolutely positive flushing of the bowl. These 
outfits will last in constant service for many years without ever giving trouble. Tanks are 
eauioped with the well known (loose Neck Syphon Flushing Valve, of heavy cast iron con- 
struction and there are absolutely no delicate parts of any kind to get out of order. Ball 
cock is of the very latest and most improved type, as will be noted in the detail specifi- 
cations given below. Tanks are also fitted with patented loose board wall attachment, which 
eliminates all brackets and holds the tank securely on the wall. 



$121" 



"VULCAN" 
HIGH TANK 

FROHT WASH-OUT CLOSET 
COMBINATION 



"IDEAL" 
HIGH TANK 

SYPHOH WASH-DOWN CLOSET 
COMBINATION 



$|255 



WE SAVE YOU MONEY 

Do not allow the very low prices at which we are offering these modern closet combina- 
tions to lead you to believe that there is anything about them of inferior quality. We 
offer you these closet combinations with the absolute assurance that they will give satisfaction 
in every respect Our very low prices cannot be duplicated elsewhere in the country. 
Remember, our enormous sales make it possible for us to sell these goods at a very small 
percentage over the actual manufacturing cost. This is where the big saving comes in. 
The middlemen's profits are eliminated, and we are able to give you a much better outfit 
at a price far below any price your local plumber could possibly make you on a high 
grade combination of this kind. It is not a difficult matter to install one of these closet 
combinations. We have explained briefly in the preceding pages of this book how the 
connections are made, but will cheerfully furnish full detailed instructions covering the entire 
installation of one of these outfits on request. Any ordinary mechanic can easily do the 
work. It does not require an experienced plumber. 



"ROYAL" 
HIGH TANK 

SYPHON JET CLOSET 
COMBINATION 



$ 1 740 



$|925 



"MONARCH" 
HIGH TANK 

MAHOGANY FINISH SYPHON 
JET CLOSET OUTFIT 




"Vulcan" Front Wash-out, High Tank 
Closet Combination, like illustration. Golden 
oak finished tank and seat, nickel plated 
trimmings. The bowl is one piece of solid vit- 
reous earthenware, with hard glazed finish 
inside and out. Bowl is of the front wash- 
out type, pan pattern, with S-trap moulded 
integral with the bowl. Water enters rear of 
bowl at a very high velocity, giving a full, 
clean sweep flushing action, which makes this 
one of the most sanitary closet bowls on the 
market. Of very simple construction, guar- 
anteed not to get out of order. Each bowl 
is carefully tested before shipment, and 
guaranteed to be in perfect working condi- 
tion free from flaws or defects of any kind, 
before leaving the factory. Tank is of 
golden oak, finely finished, with rounded 
corners. Equipped with the latest and most 
improved type goose neck flushing valve and 
compound lever ball cock, with adjustable 
corrugated float. Tank has capacity of 5% 
gallons. Seat and cover are of golden oak. 
with nickel plated combination hinges, with 
oak extension piece for attaching bowl. Both 
seat and cover are well finished to match 
tank. Outfit is furnished complete with 1 V* 
in. nickel plated flush pipe for connecting 
tank to bowl, with rubber elbow and nickel 
plated % in. supply pipe to floor, with floor 
flange, as shown. Outfit is also furnished 
complete with nickel plated chain and 
handle pull, and nickel plated floor screws 
and washers, for fastening bowl to floor. 
(Toilet paper holder is not included.) 
Roughing-in measurement, 12 In- from wall 
to center of outlet. Shipping weight, 9 0 lbs^ 
3CP5047O— Price, complete, as #10 1 ft 

described • ... • • w| « ■ 

3CP56471— <Closet Combination. Same as 
above, except that nickel plated supply pipe 
is omitted, and tank is fitted with top 
supply ball cock. Water supply connection 
is made through wall over top of tank, instead 
of at floor. Shipping weight, 90 $| | B 35 

3C56390^Toliet ' Paper' Holder. Like il- 
lustration. Heavily nickel plated. For stand- 
ard size paper. 4% in. size. Ship- K7|» 
ping weight, 1 2 oz. Each v f V 



"Ideal" High Tank Syphon Wash-down 
Closet Combination, like illustration, best 
quality. Tank is of golden oak, finely fin- 
ished, with rounded corners. Heavy copper 
lined. Equipped with latest type of goose neck 
flushing valve, with chain and lever pull, 
and compound lever ball cock of most mod- 
ern type, with adjustable corrugated copper 
ball float. Ball cock is guaranteed to close 
against any water pressure. Entire mechan- 
ism of tank is absolutely guaranteed to 
work perfectly, and not get out of order. 
Tank has a capacity of 5 Vi gallons. Seat, 
ring and cover are of golden oak, very 
strongly constructed. Finely finished to 
match tank. Nickel plated extension post 
hinges, as shown. Closet bowl is of syphon 
washdown pattern, molded in one piece of 
vitreous earthenware, white glazed inside and 
out. This is a very popular type of bowl. Is 
fully guaranteed not to get out of order or 
give trouble. Every bowl is carefully tested 
and inspected before shipment. Guaranteed 
to be in perfect working order, and free from 
defects of any kind before leaving the fac- 
tory. Outfit is furnished complete with 1 V4. 
in. nickel plated flush pipe, with slip joint 
connection for connecting tank to bowl, and 
heavily nickel plated % in. supply pipe from 
tank to floor. Also necessary nickel plated 
floor screws and washers for fastening bowl 
to floor. Outfit is fully guaranteed in every 
respect. (Toilet paper holder is not included.) 
Roughing-in measurement, 12 in. from wall 
to center of outlet. Shipping weight, 9 5 lbs. 
:?CP."><>47o — Price, complete, as 014 EC 

described W ■ fciWW 

It CP5(>4 77— Closet Combination. Same as 
abwe, except that nickel plated supply pipe 
is omitted, and tank is fitted with top 
supply ball cock. Water supply connection is 
made through wall over top of tank, instead 
of at the floor. Shipping weight, 9 5 

fti $11-85 

;iCr563{M>— Toilet Paper Holder. Like il- 
lustration. Heavily nickel plated. For 
standard size paper, 4% in. size. Shipping 
weight. 12 oz. RTl* 
Each v IU 



"Royal" High Tank Syphon Jet Closet Com- 
bination. With golden oak tank and seat. 
One of the finest and most serviceable closet 
combinations on the market. Of very ar- 
tistic design. Will not get out of order, or 
give trouble. 

Tank is full 8 gallons capacity. Heavy 
copper lined. Highly finished, with rounded 
corners. Fitted with latest type goose neck 
flushing valve, and compound lever ball 
cock, with adjustable corrugated copper ball 
float. 

Bowl is of syphon jet pattern. Heavy, 
massive construction. Elegant design and 
appearance. Molded in one solid piece, of 
best quality vitreous earthenware, white 
glazed inside and out. 

Seat and Cover are of golden oak, highly 
finished, to match tank. Nickel plated ex- 
tension post hinges. 

Outfit is furnished complete with 1% in. 
nickel plated flush pipe, and % in. heavy 
nickel supply pipe, from tank to floor. Also 
nickel plated brackets for supporting pipes 
in extended position from wall, as shown in 
illustration. Outfit is also furnished with 
nickel plated chain and handle pull, and 
nickel plated floor screws, with washers for 
attaching bowl to floor. Quality of outfit is 
absolutely guaranteed. (Toilet paper holder 
is not included.) Roughing measurements. 
Shipping weight, 100 lbs. 
aCP5(>478— Price, complete, as 0 17 Mi% 

described V ■ ■ ■ a tU 

3CP5(i472 — Closet Combination. Same as 
above, except that nickel plated supply pipe 
is omitted, and tank is fitted with top sup- 
ply ball cock. Water supply connection is 
made through wall over top of tank instead 
of at floor. Shipping weight. inn 

fe» $16.60 

3C5G390— Toilet Paper Holder. Like il- 
lustration. Heavily nickel plated. For stand- 
ard size paper. 4% in. wide. Shipping 
weight. 12 oz. R7l» 
Each w'C 



"Monarch" Syphon Jet High Tank Closet 
Combination. Finest quality mahogany finish 
tank and seat. A beautifully designed muni, 
suitable for the finest home. Absolutely 
guaranteed to give satisfaction. Will not 
get out of order. 

Tank is highly finished in birch mahog- 
any, with rounded corners. Lined with heavy 
copper. Equipped with latest type goose neck 
syphon flushing valve, and compound lever 
ball cock, with adjustable copper float. Guar- 
anteed to close against any pressure. 

Seat is finished in mahogany, to match 
tank. Fitted with heavy nickel plated ex- 
tension post hinges, with rubber washers for 
attachment to bowl. 

Bowl is of heavy, massive construction, 
molded from one solid piece of the best qual- 
ity vitreous earthenware, white glazed inside 
and out. It is of the syphon jet pattern, 
fully tested and inspected before shipment. 
Guaranteed free from imperfections of any 
kind before leaving our factory. 

Outfit is equipped with heavy nickel plated 
1 Vz in. flush pipe, for connecting tank to 
bowl. Also heavily nickel plated, % in. 
supply pipe, from tank to floor, together with 
the necessary extension pipe supports for 
supporting these pipes in extended position, 
as shown in illustration. Outfit is also 
equipped with nickel plated chain and handle 
pull, and nickel plated floor screws, with 
washers for attaching bowl to floor. Quality 
of outfit absolutely guaranteed. (Toilet pa- 
per holder is not included.) Shipping 
weight. 10 0 lbs. 

::CP5«447— Price, complete, as 0 I Q OK 
described W ■ wtfctJ 

3CP56448 — Closet Combination. Same as 
above, except that nickel plated supply 
pipe is omitted, and tank is fitted with top 
supply ball cock. Water supply connection 
is made through wall over top of tank, in- 
stead of at floor. Shipping wt .. 0 I Q M C 

100 lbs. Each 9 I OilU 

»cr>6:?90— Toilet Paper Holder. Like il- 
lustration. Heavily nickel r'ated. For stand- 
ard size paper, 4% in. fide. Shipping 

IST:.. 1 . 2 .. 02 - 57c 
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LOW TANK CLOSET COMBINATIONS 



ARTISTIC DESIGN 



Our line of modem Low Tank Closet Combinations is complete. The quality of these 
goods is not to be compared to the cheaper grades of Low Tank Closet Combinations on 
the market at the present time. Do not allow the wonderfully low prices at which we are 
offering these outfits to give you the impression that they are of inferior quality. This 
product is absolutely guaranteed to measure up to the very highest standard in workman- 
ship, finish and material. Considering the very high quality of the goods we are . offering, 
we know that these prices cannot be duplicated elsewhere in the country. 

Owing to our enormous sales of these outfits, we are able to sell them on a very close 
margin of profit. These prices are all figured at a very small percentage above the actual 
manufacturing cost. These outfits positively represent the very latest creation of the de- 
signers' art. They are of highly artistic and handsome appearance, and an ornament to 
any modern bath room. 

Within the last few years these Low Tank Closet Combinations have attained an over- 
whelming popularity, and are being used in perhaps 9 0 per cent of the modern homes 
being built throughout the country at the present time. 



NOISELESS OPERATION 



One of the greatest advantages of the low tank type of closet outfit lies In Its prac- 
tically noiseless operation. The flushing mechanism is of very simple construction, and it 
has the additional advantage of being easy to get at. In case anything does happen 
to go wrong, it can easily be readjusted in a very few moments, by simply removing the 
lid cover on the tank. The flushing valve is operated by push butto;i action, as shown in 
the illustration. 

All parts are heavily nickel plated, giving the outfit a beautifully finished appearance. 
Each outfit is fitted complete with all trimmings above the Boor, as shown. Every one of 
these closet combinations is carefully tested and inspected, guaranteed absolutely perfect 
and free from flaws or defects of any kind, before leaving the factory. 

Why be without one of these high grade combinations in your home, when you can 
have such a modern outfit as this at such a very low price? It is not a difficult matter to 
Install one of these modern closet outfits, not nearly as hard as most people imagine. If 
you will read the brief description and explanation of connections, etc., given in the intro- 
ductory pages of this book, you will readily understand what a very simple matter it is. 
Any handy man can install one of these outfits without any trouble whatever. It does not 
require an expert plumber. Pull detailed diagrams and instructions, showing just how the 
outfit should be installed, furnished with each combination on request. 



"ROMAN" SYPHON 

WASH-DOWN CLOSET COMBI- 
NATION-GOLDEN OAK 
TANK AND SEAT 




"ROMAN" Low Tank, Syphon, Washdown 
Closet Combination. Tank is of golden oak, 
highly finished, with rounded corners. Has 6% 
gallon capacity. Is lined with heavy copper. 
Equipped with the latest and most improved 
type of flushing mechanism of very simple con- 
struction. Cannot get out of order. Flushing 
valve is of the rubber ball float type, push but- 
ton action, of very simple construction. Ball 
cock Is of compound lever pattern, guaranteed 
to close against any pressure, and fitted with 
adjustable corrugated copper ball float. This 
ball float can be adjusted so that exactly the 
right amount of water required to flush the 
closet will be admitted to the tank, eliminat- 
ing waste of water, and insuring an absolutely 
positive flushing of the bowl. 

Seat is finished in golden oak to match 
tank, and is equipped with heavily nickel 
plated extension post hinges, with rubber 
washers, etc.. for attachment to bowl. 

Bowl is of the latest type syphon wash- 
down pattern, molded in one solid piece of 
vitreous earthenware, white glazed inside and 
out. 

Outfit is furnished with nickel plated, 2 
in. flush elbow, for making connection between 
tank and bowl with nickel plated slip joint 
couplings and heavily nickel plated % in. sup- 
ply pipe from tank to floor, with nickel plated 
floor flange, as shown. Supply pipe is fitted 
for lead or iron pipe connection. Every outfit 
fully guaranteed. Shipping weight, 100 lbs. 

3GP564HO— "ROMAN" Syphon Washdown 
Closet Combination, as described. fcIO 7K 
Each, complete wUiiw 



3CN504;>1— Same Outfit. 

finished tank and seat. 
Each, complete 



With mahogany 

13.15 



NOTE — Toilet paper holder is not included. 
See below. 

3C5O390— Toilet Paper Holder. Like illus- 
tration. Heavily nickel plated. For standard 
size paper, 4% in. wide. Wt., 12 oz. 
Each 



.57 



"GOTHIC" SYPHON 

JET CLOSET COMBINATION- 
GOLDEN OAK TANK 
AND SEAT 




"GOTHIC" Syphon Jet Low Tank Closet 
Combination. A high grade closet outfit, guar- 
anteed to give satisfaction. Tank is of golden 
oak, highly finished, with rounded corners. 
Lined with heavy copper. Fitted with our com- 
pound lever ball cock, with adjustable corru- 
gated copper ball float and latest type of push 
button action rubber float flush valve. Very 
few parts. Cannot get out of order. Capacity 
of tank, GYz gallons,, insuring positive flushing 
of the bowl. 

Seat and cover are of golden oak, finished 
to match tank. Heavy nickel plated extension 
post hinges, with rubber washers, etc., for 
attaching to bowl. 

Bowl is of the very latest type of syphon jet 
pattern, guaranteed to be of the most efficient 
design ever placed on the market. Heavy, 
massive design and construction. Molded in 
one solid piece, of the best quality vitreous 
earthenware, white glazed inside and out. 

Outfit is also furnished complete, with nickel 
plated offset elbow, with nickel plated slip 
joint couplings for making connection between 
tank and bowl, and nickel plated supply pipe 
to floor with floor flange. Also with necessary 
nickel plated floor screws and washers for 
fastening bowl to floor. Supply pipe is fitted 
for lead or iron pipe connection. 

This is one of the highest grade combina- 
tions ever placed on the market. Outfit weighs, 
crated for shipment, approximately 12 0 lbs. 

3CP56455— "GOTHIC" Syphon Jet Low 
Tank Closet Combination, as de- 0 | R CE 
scribed. Each, complete W I 

3CP5645G— Same Outfit. 

finish tank and seat. 
Each, complete 



With mahogany 

16.15 



NOTE — Toilet paper holder is not included. 
See below. 



3C5G3fM>— Toilet Paper Holder. Like illus- 
tration, for standard size paper, 4% in. wide, 
heavily nickel plated. Weight. 1 2 oz. 
Each 



.57 



"IONIC" SYPHON 

JET CLOSET COMBINATION 
GENUINE MAHOGANY 
TANK AND SEAT 




"IONIC" Genuine Mahogany. Low Tank, 
Syphon Jet Closet Combination. One of the 

most beautifully designed closet combinations 
ever placed on the market. This is an outfit 
which might well be specified for the finest 
mansion in the country. 

Tank is of genuine mahogany, highly fin- 
ished, with rounded corners. Lined with heavy 
copper. Equipped with our latest type of rub- 
ber ball float flushing valve, with nickel plated 
push button action, and compound lever ball 
cock with adjustable corrugated copper ball 
float. Very few working parts. Cannot get 
out of order. 

Seat and cover are of genuine mahogany, fin- 
ished to match tank, and highly polished. 
Fitted with the latest type of heavily nickel 
plated extension post hinges, with rubber wash- 
ers, etc., for attachment to bowl. 

Bowl is of the very latest pattern syphon jet 
type, of heavy massive construction, artistic 
in design and appearance. Molded in one solid 
piece, of the very best quality of vitreous earth- 
enware. White glazed inside and out. This 
bowl is absolutely guaranteed positive in its 
flushing action. 

Outfit is also equipped complete with nickel 
plated offset flush elbow, with nickel plated 
slip joint coupling connections in connecting 
tank to bowl. Heavily nickel plated, % in. supply 
pipe, from tank to floor. Nickel plated floor 
flange, and nickel plated floor screws and 
washers for attaching bowl to floor. Supply 
pipe is fitted for lead or iron pipe compac- 
tion. Entire outfit is carefully tested and in- 
spected before shipment, and absolutely guar- 
anteed in perfect working orde. and free 
from flaws or defects of any kind, before leav- 
ing the factory. Outfit weighs, crated for 
shipment, approximately 12 0 lbs. 
3CP564.">9— "IONIC" Syphon Jet Low Tank 
Closet Combination. Genuine mahoeany fin- 
ish. Tank and seat, complete as 0OQ OK 
described $4«i*U 

NOTE — Toilet paper holder is not included. 
See below. 

3C56390— Toilet Paper Holder. Like illus- 
tration. For standard size paper, 4% in. 
wide, heavily nickel plated. Weight, 12 
oz. 

Each 



57 | 
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$1040 



"ATHENIAN" SYPHON WASHDOWN 
CLOSET COMBINATION 

onnCC/l CO SyphonWash-down 
3UP0040Zlow Tank Closet 

Combination, with White Enameled 
Iron tank. A ?ery popular outfit. 
Guaranteed to give satisfaction. 

Tank is of heavy construction, 
cast iron, genuine white porcelain 
enameled, inside and outside, with 
ornamental lid. as shown in illus- 
tration. This tank is practically 
indestructible. Cast in one solid 
piece of the best quality soft gray 
iron; heavily coated with genuine 
white porcelain enamel; smooth 
ivory finish of the full, deep white 
color; free from flaws or defects 
of any kind. 

Tank is equipped with the lat- 
est and simplest type of flushing 
mechanism, including compound 
lever ball cock, with adjustable 
corrugated copper ball float; and 
rubber float flushing valve, oper- 
ated by China lever in upper cor- 
ner of tank, as shown in illus- 
tration. Very few working parts, 
and will not get out of order. 
Tank cannot be affected by water 
of alkaline or mineral composition, 
and in localities where water is of 
such a nature that it eats away 
the copper lining of the ordinary 
copper lined tank, a tank of this 
kind la an absolute necessity. 
Beautiful and artistic in design. 
Perfectly sanitary. No seams; can- 
not develop leaks. This tank will 
last a lifetime. 

Bowl is of heavy construction, 
syphon wash-down pattern; molded 
from one solid piece of vitreous 
earthenware: white glazed inside 
and out; fully tested, and guar- 
anteed perfect and free from all 
defects. Guaranteed absolutely positive in flushing action. A very simply designed bowl. 
Will not get out of order, or give trouble. Of very latest and most* modern design. Sani- 
tary in every respect. ^ .. . , 

Bowl is equipped with mahogany finished seat and cover, finely finished. Fitted with nickel 
plated extension post hinges with rubber washers, etc., for attachment to bowl. 

Outfit is also equipped with nickel plated slip joint elbow; flush connection, for con- 
necting tank with bowl; and nickel plated supply pipe to floor, with floor flange for 
lead or iron pipe connection; and nickel plated screws and washers, for fastening bowl 

t0 Every outfit fully tested and guaranteed perfect before leaving factory. Shipping weight, 

approximately, 13 5 lbs. , , _ „ 

Syphon Wash-down Closet Combination, as described. With enameled iron taiik. for 

lead or iron pipe connection. J J g B 40 

HCft^f^'&'wer'hoidor'to Vaciudod'. see below. 
3056390— Toilet Paper Holder. Like illustration. For standard size 
wide. Heavily nickel plated. Weight. 12 oz. 




Each. 



4% in. 

.57 



"CORINTHIAN " SYPHON JET CLOSET $ I Q95 
COMBINATION "O 

Genuine Syphon Jet 
OOrUOqOO Low Tank Closet 
Combination. With ivory white 
enameled iron tank. One of the 
most modern closet combinations 
ever placed on the market. 

Tank is of heavy construction 
cast iron; genuine white porce- 
lain enameled (inside and out- 
side), with ornamental lid, as 
shown in illustration. This tank 
is practically indestructible. Cast 
in one solid piece of the best 
quality soft gray iron; heavily 
coated with genuine white por- 
celain enamel; smooth, ivory fin- 
ish, of the full deep white color; 
free from flaws or defects of any 
kind. 

Tank is equipped with the lat- 
est and simplest type of flushing 
mechanism. including compound 
lever ball cock, with adjustable 
corrugated copper ball float; and 
rubber float flushing valve, operated 
by China lever in upper corner of 
tank, as shown in illustration. 
Very few working parts, and will 
not get out of order. Tank is 
not affected by water of alka- 
line or mineral composition, and 
in localities where water is of 
such nature that it eats away the 
copper lining of the ordinary cop- 
per-lined tank, a tank of this 
kind is an absolute necessity. 
Beautiful and artistic in design; 
sanitary appearance. No seams; 
Cannot develop leaks. This tank 
will last a lifetime. 

The Syphon Jet Closet Bowl, 
furnished with the outfit. Is the 
very latest type syphon jet bowl. 
Very heavy and massive design; 
artistic and graceful in appearance. One of the highest grade and most eincient closet 
bowls on the market at the present time. Molded in one solid piece, from the best quality 
vitreous earthenware; smooth white glazed inside and out. The syphonic flushing action, 
with jet spray, insures an absolutely positive flushing of the bowl. No chance of stopping 
up or getting out of order. . . _ _ 

Seat furnished with this outfit is of strong, substantial construction; mahogany finish; 
hightly polished; with nickel plated extension post hinges. 

Outfit is also equipped with nickel plated offset flush connection, for connecting tank 
to bowl; with slip joint coupling connection; and nickel plated supply pipe from tank 
to floor, with nickel plated floor flange for lead or iron pipe connection; also necessary 
nickel plated floor screws and washers, for connecting bowl to floor. 

Every outfit carefully inspected, fully tested, and guaranteed in perfect working order. 
Free from any imperfections of any kind before leaving factory. Shipping weight. 140 lbs. 

Genuine Syphon Jet Low Tank Closet Combination, with white enameled iron tank, as 

<&i iM - $18.95 

NOTE — Toilet paper holder is not included. See below. 
B05639O— Toilet Paper Holder. Like illustration. For standard size paper, 4% in. 
wide. Heavily nickel plated. Weight, 12 oz. K| 
Each ' Ul 




$|380 



"SPARTAN" SYPHON WASHDOWN 
CLOSET COMBINATION 

QPDKCACfl Syphon Washdown 
OUrODlOU low Tank Closet 
Combination, with solid white 
China tank. A beautifully designed 
combination, guaranteed to give 
satisfaction. 

Tank is of heavy, massive con- 
struction, molded in one solid 
piece best quality vitreous China; 
smooth, white glazed on outside, 
with heavy box-shaped lid of same 
material. One of the most elegant 
closet tanks ever designed. Tank 
is of such heavy construction that 
it is practically indestructible. It 
is fitted with the very latest and 
simplest flushing mechanism, in- 
cluding compound lever ball cock, 
with adjustable corrugated copper 
ball float and rubber float valve, 
operated by white China lever in 
upper corner of tank, as shown in 
illustration. Very few working 
parts; cannot get out of order. 
Tank is absolutely impervious to 
attack from water of alkaline or 
mineraj composition. A tank of 
this kind is a necessity in all lo- 
»aliltes where water of this nature 
is prevalent, and copper- lined 
tanks cannot be used. Tank can 
always be kept spotlessly clean 
and sanitary, and is an ornament 
to any bath room. 

Bowl is of heavy construction, 
syphon wash-down pattern, molded 
from one solid piece of vitreous 
earthenware. It is white glazed 
inside and out, fully tested, and 
guaranteed perfect and free from 
all defects. Guaranteed absolutely 
positive in flushing action. A 
very simply designed bowl will not 
get out of order or give trouble. 
Outfit is of very latest and most modern design and sanitary in every respect. 

Bowl is equipped with mahogany finish seat and cover, finely finished, fitted with 
nickel plated extension post hinges with rubber washers, etc., for attachment to bowl. 

Outfit is also equipped with nickel plated slip joint elbow flush connection, for con- 
necting tank to bowl; and nickel plated supply pipe to floor, with floor flange for lead or 
iron pipe connection; and nickel plated screws and washers, for fastening bowl to floor. 

Every outfit fully tested and guaranteed perfect before leaving factory. Shipping weight, 
approximately, 12 0 lbs. 

Syphon Wash -down Closet Combination, with China tank, as described. I C QQ 

Each * 1 

NOTE — Toilet paper holder is not included. See below. 
3G56390— Toilet Paper Holder. Like illustration. For standard size paper, 4% in. wide. 
Heavily nickel plated. Weight, 12 oz. C7 
Each iUI 




"TROJAN" SYPHON JET CLOSET $ I 035 
COMBINATION I 3 

OftBRCilCI Genuine Syphon Jet 
OurODHOI;Low Tank Closet 
Combination. With white vitreous 
China tank. A strictly mfdern 
closet combination, stylish, sanitary 
and durable. 

The tank furnished with this out- 
fit is of heavy, massive construction, 
molded in one solid piece of best 
quality vitreous China. It is 
smooth white glazed on outside, with 
heavy box shaped lid of same ma- 
terial. One of the most elegant 
closet tanks ever designed. Tank is 
of such heavy construction that it 
is practically indestructible. Tank is 
fitted with the very latest and sim- 
plest flushing mechanism, includ- 
ing compound lever ball cock, 
with adjustable corrugated copper 
ball float and rubber float valve, 
operated by white China lever in 
upper corner of tank, as shown in 
illustration. Very few working 
parts; cannot get out of order. Tank 
is absolutely impervious to attack 
from water of alkaline or mineral 
composition. A tank of this kind is 
a necessity in all localities where 
the water is of such nature that 
copper-lined tanks cannot be used. 
Tank can always be kept spotlessly 
clean and sanitary, and is an orna- 
ment to any bath room. 

The Closet Bowl furnished with 
this outfit is the very latest type of 
syphon jet bowl. Very heavy and 
massive design, artistic and graceful 
in appearance. One of the highest 
grade and most efficient closet bowls 
on the market at the present time. 
Molded in one solid piece, from the 
best quality vitreous earthenware, 
smooth white glazed inside and out. 
The syphonic flushing action, with jet spray, insures an absolutely positive flushing of the 
bowl, there being no chance of stopping up or getting out of order. 

Seat furnished with this outfit is of strong, substantial construction, mahogany finished, 
highly polished, with nickel plated extension post hinges. 

Outfit is also equipped with nickel plated offset flush connection, for connecting tank 
to bowl; with slip joint coupling connection; nickel plated supply pipe from tank to 
floor; with nickel plated floor flange, for lead or iron pipe connection; also necessary 
nickel plated floor screws and washers, for connecting bowl to floor. 

Every outfit is fully tested and inspected at factory before shipment, and guaranteed 
to be in perfect working order, free from flaws or defects of any kind. Shipping weight, 
130 lbs. 

Genuine Syphon Jet Closet Combination, with low vitreous China tank, 

lich 68 ^: $19.35 

NOTE — Toilet paper holder is not included. See below. „, . 

3C."»6390— Toilet Paper Holder. Like illustration. For standard size paper, 4% in. 
wide. Heavily nickel plated. Weight, 12 oz. KT 
Each ,Wi 
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Closet Bowls, Tanks and Seats 




For High Tank 
Closet 

Vitreous Earthenware Syphon Wash- 
down Closet Bowl For high tank 
closet. Fitted with l'/4 in. brass spud. 
Fully tested, and guaranteed perfect. 
This bowl is for use in connection 
with high tank. Cannot be used for 
low tank outfit. Be sure to see that 
the flush pipe on your closet tank meas- 
ures IV4 in. before ordering this bowl, 
if it measures IV2 in., this bowl can- 
not be used. In this case, our Syphon 
Jet Bowl, with l'/ 2 in. spud, listed be- 
low, is the proper bowl to order. Be 
sure to make no mistake in ordering. 

Price quoted includes bowl with 
spud attached, complete, with floor 
screws and washers. Shipping weight, 

3CP56474— Each $4.95 




For Low Tank 
Closet 

Vitreous Earthenware Syphon Wash- 
down Closet Bowl. For low tank closet. 
Fitted with 2 in. brass spud. Each 
bowl fully tested and guaranteed. 

Price quoted below is for bowl with 
spud attached, complete with nickel 
plated floor screws and washers. Ship- 
ping weight. 50 lbs. 1ft 
3CP56457— Each $3.1U 



Write for Our Special 
Heating Catalogue 

"Modern Home Heating" 

SENT FREE ON REQUEST 





For High Tank 
Closet 

Vitreous Earthenware Syphon Jet 
Closet Bowl. Fitted with l'/ 2 in. 
spud, for high tank closet outfit. 
Cannot be used on a low tank out- 
fit. Be sure to measure the flush 
pipe of your closet and see that it 
measures l'/ 2 in. before ordering. 
If it measures Vk in., order Sy- 
phon Wash-down Bowl listed above. 
Bowl is fully tested and guaranteed. 
This bowl is without any question 
one of the very highest grade closet 
bowls on the market. Price quoted 
below is for bowl with spud at- 
tached, complete, witli nickel plated 
couplings and floor screws. Shipping 
weight, 60 lbs. e© /in 

3CP5647G— Each tybJW 




For Low Tank 
Closet 

Vitreous Earthenware Syphon Jet 
Closet Bowl. For low tank closet 
outfit. Fitted with 2 in. spud. This 
bowl is of the very highest quality, 
fully tested and guaranteed. For 
low tank outfits only. Cannot be used 
with high tank. 

Price quoted below is for bowl 
with spud attached, complete, with 
nickel plated couplings and floor 
screws. Shipping weight 60 lbs. 

3CP 5-8458— Each.... $8.50 



Compound Ball Cocks j 




SURE CLOSING 
ADJUSTABLE 



Compound Ball Cocks. Guaran- 
teed to close tight against pres- 
sure. Constructed on compound 
lever principle. Made of heavy 
brass, witli adjustable corrugated 
copper ball float. A strong and 
substantially made ball cock, that 
will not get out of order or give 
trouble. Easily installed. Furnished for 
either top or bottom supply. If the supply 
pipe on your closet tank is connected at the 
bottom of the tank, you will need the bottom 
supply ball cock. If the supply pipe comes in 
over the top of the tank, you will need the 
top supply ball cock. Be sure to make no 
mistake in ordering. Shipping weight, 1 X A 
lbs. 

;?C5G4S;>— Top Supply. QfZ 0 

Each W* 

3C5G4SC— Bottom Supply. 
Each 



95c 



Closet Seats 




Solid Oak or Mahogany Finish seat and 
Cover. Ring pattern, with highly nickel plated 
brass extension post hinges. Of very latest 
cut and design. Very strongly made. Fur- 
nished complete, with rubber washers, etc., for 
attaching to bowl. Weight. 1 4 lbs. 
3GP56487— Closet Seat. Golden oak ft OA 

finish. Each «PJU0V 

SCP56488— Closet Seat. Mahogany 9 AC 
finish. Each *»v«> 




Oak Closet Seat and Cover, with combina- 
tion nickel plated hinge, like illustration. 
Strong and durable construction. Well fin- 
ished, and fully guaranteed. Shipping weight. 
1 4 lbs. 

3CP56489— Golden Oak Finish. 
Each 



$1.50 



I j ij!: 1 

























White Porcelain 
Enameled Tanks 



Heavy Cast Iron White Porcelain 
Enameled Closet Tank. For low tank 
closets, like illustration. This tank is 
without any question one of the finest, 
most sanitary and durable closet tanks 
on the market at the present time. 
Artistic and elegant design. Will im- 
prove the appearance of your bath 
room 5 0 per cent. The ivory white 
finish makes it a very simple matter, to 
keep the tank spotlessly clean. As the 
tank is made in one solid heavy cast- 
ing, it is absolutely impossible for 
leaks to develop. Tank is fully Yi in. 
thick, with removable cast iron top, 
as shown. Tank is fitted with our 
compound ball cock, operated by white 
China handle lever in upper corner, as 
shown. WoYking parts are absolutely dependable and will not get out of order. Fur- 
nished complete with nickel plated supply pipe to floor, nickel plated flush elbow and 
couplings' and nickel plated floor flange for supply pipe. Tank is fully guaranteed. For 
use on low tank closets only. Cannot be used on high tank outfits. 
Shipping weight, 110 lbs. 

3CP56464— Each 



$10.00 



Solid White China 
Tank 



One of the most elegant Closet 
Tanks ever placed on the market. For 

low tank closets. A very artistic de- 
sign. Smooth, ivory white finish. Heavy 
and massive in appearance. Molded 
in one solid piece, with rounded box 
shape lid, all made of the very best 
white China. This tank is fitted with 
the same ball cock as our 3CP56464 
tank, described above. This tank will 
add wonderfully to the attractiveness 
and cleanliness of your bath room, as 
it can always be kept spotlessly white. 
It has one advantage over our enam- 
eled iron tank, inasmuch as it has 
that pure, deep white color, which 
is so noticeable in a solid China 
fixture. Owing to the very heavy con- 
care will last a life time. Fully guaranteed 
Tank is furnished complete with nickel 



struction. it is durable, and with ordina 
free from flaws or imperfections of any kind. 

plated flush elbow and couplings and nickel plated supply pipe with nickel plated floor 
flange. Solid white China tank, complete. Weight, crated for shipment, 80 lbs. /»<- 
3GP564G5— Each $57.00 



Automatic Hopper 
Closet Bowl 

Automatic, Cast 
r o n. White 
Enameled Hopper 
Closet Bowl. This 
bowl is fitted with 
patent valve, con- 
nected to seat so 
that it flushes 
automatically when 
the seat is raised 
or lowered. A 
good, serviceable outfit, for 
use in basements and out- 
side places. Requires no 
tank. Shipping weight. 50 lbs. OC 
ttCPo«480— Each 




M Philadelphia 99 
Hopper Closet Bowl 



3CP5G4S4 — Cast 
Z^^ / Iron. White enam- 
eled inside. Painted 
outside. Connects 
directly to % inch water 
pipe for flushing. No 
tank required. For use 
in basements and out- 
side places, where there 
is liability of freezing. 
Shipping weight. 2 0 

lb !-. $1.50 




High Closet Tanks 




High Closet Tank. Oak or mahogany 
finish. Has l'/ 2 or l'/ 4 in. flush pipe 
connection. Top or bottom supply. In 
ordering, be sure to state whether IV2 or 
l'/4 in. flush connection is wanted. Also state 
whether for top or bottom supply. Equipped 
with goose neck syphon flushing valve. Each 
tank furnished complete with chain, pull and 
handle, lined with heavy copper, well finished 
and fully guaranteed. Nickel plated flush or 
supply pipes not included. 

Capacity 5V 2 gal. 8 gal. 

Shipping weight ..30 lbs. 3 (Jibs. 

:5CP5«47N— Solid Oak. 

Each #3.80 #4.45 

3CP5G47J)— Mahogany finish. 

Each 4.2Q 4.95 



Low Closet Tanks 




Solid Oak or Mahogany Finish, Low Down 
Closet Tank. Well finished. Six gallons capac- 
ity. Tank is lined witli heavy copper. Fitted 
with our special compound lever ball cock, as 
Illustrated and described on this page. Flush- 
ing mechanism is of the very simplest type ball 
float valve, push button action. Cannot get out 
of order. Tank is furnished complete, with 
nickel plated supply pipe to floor, with nickel 
plated floor flange and nickel plated elbow or 
offset, with slip joint couplings. 

In ordering, be sure to state whether plain 
elbow Is wanted, or offset elbow. If connec- 
tion is made to top of bowl, you will require 
offset elbow. If connection is made to back 
of bowl, you will require plain elbow. Every 
tank guaranteed. Shipping weight, 5 0 lhs. 
3CP5G4«7— Golden Oak Finish. jjjfj 

;{ CP 5G468— Mahogany ' ' Finish." " 
Each 



6.30 



KC 
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HIGH GRADE ENAMELED SINKS 



KITCHEN SINK 
AND FORCE PUMP 
COMBINATION 



o 



This outfit Is designed especially 
for use in connection with attic stor- 
age tank water supply systems, la 

one of the finest sink and pump 
combinations of its kind on the 
market. 





$7.75 

The Pump furnished with this outfit is our No. 
3CP55015, Kitchen Force Pump. This pump will draw 
water from your cistern or well, and force it up into 
storage tank in your attic with very little exertion in 
Dumping. The special design of this pump with the 
long, rocking fulcrum, makes it a very easy working 
pump. Pump is tapped for 1 % -inch suction pipe and 1- 
inch discharge. 

The Sink is one of our No. 3CP5 6660 cast iron 
White Porcelain Enameled Kitchen Sinks, with flat rim. 
Outfit includes one special patented steel sink frame, 
with brackets attached, and wooden end piece for pump 
support, as shown in illustration. This makes a very 
substantial frame and support for the sink so that it 
can be rigidly fastened to the wall with little labor. 
Shipping weight, 9 0 lbs. 

3C56745*- Complete, with 18x30 in. Sink. $7 # 75 

Each v * 

3C5G740— Complete with 18x3 6 in. Sink. 
Each 

3C5G870— 1 'A In. l°"9 lead " s " Tra ' > ' w J th J~ 
iron pipe thread, for above Sink. Shipping weight 4 f5A 

6 lbs. Each J-.vv 

3CP5G742; — For Steel Frame and Brackets only, with- 
out Sink or Pump. For 18x30 in. Sink. 77f* 

Each 1 1 ^ 

Steel Frame and Brackets as above. &Of» 
For l.Sxttft in. Sink. Each ovt 

FLAT RIM STEEL SINKS 




Flat Rim Pressed Steel Sinks. These sinks are pressed 
from one solid piece of sheet steel. Are furnished in three 
different styles— enameled, galvanized and painted Each 
sink is fitted with plain brass strainer bolts and trap 
collar, for either 1% in. or 1% in. lead pipe, of 1% in. 
iron pipe connection. 

Prices given below do not Include trap: 



Size in. 



Wt.. 
lbs. 



S CP5«674|«CP5(*«75 

Painted La. Each 



3CP5007G 

White Enameled 
Each 



16 x 24 
18 x 30 
18 x 3« 
20 x 30 
2 0 x 3 6 
2 0 x 4 0 



0 1 .40 
1.70 
1.03 
2.05 
2.25 
2.00 



1,92 
2.05 
235 
2.25 
2-0O 



S3.00 
3.60 
4.15 
4.05 
4.50 
g.OO 



3C56876— l'/fe In. long lead "S" Trap, for above sink, 
for 1 y 2 in. iron pipe connection. Shipping C-| I|f I 

weight, 6 lbs. Each 

3C56686— Combination Rubber Plug Strainer. 

For dish washing. To fit above sink. Each 



CAST IRON AND WROUGHT STEEL 
ENAMELED SINK BACKS 



PORCELAIN ENAMELED 
SINKS 

3CP5G60O — Genuine 
White Porcelain Enameled 
Cast iron Flat Rim Kitchen 
Sinks. These sinks are 
guaranteed to be of the 
very best grade on the mar- 
ket, perfect and free from 
flaws or defects in either 
casting or enamel. The 
porcelain enamel is applied 
by special perfected process, 
which absolutely insures a 
perfectly smooth, hard-set 
snamel surface, which can- 
not be separated from the 
iron. The enamel is heavily 
applied, and with a reason- 
able amount of care these 
sinks will last a lifetime 
without chipping or crack- 
ing. Sinks are painted on 
the outside, furnished com- 
plete with strainer, bolts 
and coupling, for connec- 
tion to 1% in. or 1% in. 
lead trap. They can be 
mounted on cast iron 
brackets, or set in wooden 
frame work, with drain 
board at one end or both 
ends, as preferred. When 
trimmed up in this way 
with one of our cast iron 
roll rim sink backs, shown 
on this page, it makes a 
fine appearing sink, and is 
just as serviceable as any 
of the much higher priced 

* mm _j*±-/=±s-~>— s i n ks on the market. See 

our special iron pipe connections and iron traps for these sinks, listed 
on Page 2J>. 




COMBINATION SINK AND 
PITCHER SPOUT 
PUMP 



For use in all cases where it Is 
not desired to force water to elevated 
tank. Water is pumped as wanted. 
A fine, serviceable outfit, guaranteed 
to give satisfaction. 




Size in. 



18 x 3 0 x H 
20 x 30 x 6 
18 x 36 x 6 
20 x 36 x 6 
20 x 4 0 x 0 



Shpg. wt. lbs. 
! 70 
60 
50 
50 
40 



Enameled 
$2.70 
3.40 
3.10 
3.95 
4.30 



3C5087O— 1'/ 2 In. long lead "S" Trap for above Sink, for 1% in. 
iron pipe connection. Shipping weight, 6 lbs. SI. 60 

Each • JL 



$4.90 

The Pump furnished with this outfit is one of our No. 
3CP5 5910 Pitcher-spout Pumps, with 3 in. cylinder 
bore. Weight, 23% pounds. Fitted for lhi in. iron 
pipe connection. 

The Sink is one of our No. 3CP5 6 66 0 cast iron 
white porcelain enameled kitchen sinks, with flat rim, 
with a cast iron sink trap No. 3C56688 threaded for 
1*4 in. iron pipe. Outfit includes one special patented 
steel sink frame, with brackets attached, and wooden 
end piece for pump support, as shown in illustration. 
This makes a very substantial frame and support for the 
sink, so that it can be rigidly fastened to the wall. 
Shipping weight, 90 lbs. 

3CP56740^-Complete, with 18x30 in. Sink. ©J, Q(| 

Each WWW 

3CP56741— Complete, with 18x3 6 In. Sink. 7 A 

Each «P»*V 

3CP56742— For Steel Frame and Brackets only, without 
Sink or Pump, for 18x30 in. Sink. 77** 

Each iIV 

For 18x3 6 in. Sink. ftOtf* 
Each OVV 

ROLL RIM STEEL SINK 



STONEWARE SINKS 

WITH MOSAIC 4»Q 6%F 
DRAIN BOARD . tyOmAO 




Rolled Rim Steel Sinks. Pressed from one solid piece of 
sheet steel. This sink is intended to be mounted on 
brackets for open plumbing. No wooden frame work re- 
quired. We furnish these sinks in three different styles- 
enameled, galvanized and painted. 

Prices below are for sinks only, with plain brass 
strainer, bolts and trap coupling, for 1 % in. or 1 y 2 In. 
lead pipe, or 1% in. iron pipe. Trap or brackets are not 
included. For price of brackets, see below: 



f 1 




























0 


0 


















1 






1 



_ a ight 12 in. For use witn our cast, uuu nat 
rim'Yinks. Back has holes for two faucets, and heavy 
roll rim. „ ^ _ _ . A 

Length, in 24 30 36 40 

Weight, lbs 26 30 45 54 

Each $1.75 *2.05 *2.«© »».§« 

3CP5008O— Roll Rim, Wrought Steel, White Enameled 
Sink Backs. Height, 16 in. Have two openings for 
faucet. For use with our steel sinks. 
Length, ta.^..,^.. 24 30 36 40 

$2.30 92.75 



Stoneware Kitchen Sink. One of the m o*t I******** "VnMait 
sinks ever placed on the market. Guaranteed for ten years. W II I last 
Indefinitely; The body of the sink is ^J^^^ 
graniteine stoneware, without seams, and with mosaic *™ f **E*JfZ 
tension at end, and mosaic back as shown. Edges are remforced with 
metallic rim, and under all ordinary usage the sink is Pjactica ly in- 
destructible. Guaranteed against leakage for ten years. Sink is 
mounted on heavy ornamental cast iron legs of proper height and fitted 
whh brass strainer and trap collar. We also include with this sink two 
nickel Plated Y2 in. Fuller flange faucets, for iron pipe connection. 
(Sink trap is not included.) We furnish this sink in two styles-plain 
slate finish and the white enamel finish. The enamel finish sink is 
finished in a smooth coat of white enamel inside, with mosaic drain 
board and back, making a beautiful and elegant looking fixture of 
clean and sanitary appearance. On slate color sink drain board only 
is mosaic. Back is of same material as sink. Both styles are listed 
below. Sink will be shipped from factory in Northern Illinois. 



Size of 
Sink 
In. 



in — » 

Weight, crated, lbs.. 22 mmf 
Each $1.05 



24 
#1.05 



1 8x3 0 

2 0x3 6 
20x40 



Size of 
Drain 
Board 
In. 



TOTAL 
Length 
In. 



Shipping 
Weight 
Lbs. 



1 8x20 
20x20 
20x24 



50 
56 
64 



3 00 
350 
400 



3CF5G085 

White 
Enamel 
Finish 
Price Each 



3CF56G84 

Slate Color 

Finish 
Price Each 



$ 8.22S 
8.50 
ll.OO 



3C50876— IV2 in. long "S" Trap, for ab-ve sink, fitted for 1% .in. 
iron pipe connection. Shipping weight, 6 lbs. «Hl.OU 
Each w 




Size 


Weight 


In. 


Lbs. 


16x2 4 


9 


18x30 


14 


18x36 


16 


20x30 


15 


2 0x3 6 


18 


20x40 


19 



3CP50U77 

Painted 
Each 



$ 1 .45 
170 
2.10 
2.05 
2.35 
2.75 



3CP50G78 

Galvanized 
Each 



mi .05 
2.0*5 
2.45 
2.35 
2.75 
3.10 



3CP56G79 

Enameled 
Each 



$3.05 
3.10 
4.20 
4.15 
4.05 
5.15 



3C56876— 1'/ 2 in. long lead "S" Trap, for above sink, 
for l V* in. iron pipe connection. Shipping fSfl 

weight, 6 lbs. Each *i«VV 

3C56686— Combination Rubber Plug Strainer. 

washing. To fit above sink. 
Each "•• 



For dish 

25c 



WHITE ENAMELED 
DRAIN BOARD 

White Porcelain En- 
ameled Cast Iron Roll 
Rim Drain Board. For 

flat or roll rim sinks. 
Interchangeable. Can 

be placed at either end 
of sink. Furnished 
complete, with heavy 
iron bracket for end support. 

3CP5GOG8— Size 18x24 in. For all sinks 18 in. wide. 

S ht -.. 20 . ,bs - $2.95 

3CP5G6G9^-Size 20x24 in. For use with sinks 20 in. 
wide. Weight, 30 lbs. Q OR 

Each 




CAST IRON SINK BRACKETS 

Heavy Cast Iron Sink Brackets. Orna- 
mental design. Made adjustable, to fit 
all ordinary sinks. Size, Il%xl5 in. 
Weight, per pair, 4 lbs. Wood screws, 
for fastening to wall, or bolts are not 
included. 

3C5G705— Painted. 97c 

Per pair 

5C5670G— Galvanized 42f» 

Per pair M ^ 
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MONTGOMERY WARD & CO.'S SPECIAL PLUMBING CATALOGUE 



WHITE PORCELAIN ENAMELED SINKS 



Enameled One -Piece Sink $4 
with Double Drain Board JLtJ 



Plenty of room 
for draining 
dishes 



|| A beautiful, well 
balanced 
fixture 




Genuine White Porcelain Enameled Cast Iron One-Piece Sink. A beautifully designed 
sink, cast in one solid piece with back, from the best grade of soft gray iron. Has roll 
rim. and is fitted with detachable roll rim drain boards, as shown in illustration. 

Sink is supported from wall by concealed cast iron wall brackets. Each enameled iron drain 
board is furnished with heavy cast iron wall bracket to fit. Sink and drain boards are heavily 
coated with the best grade of pure white enamel, of deep, clear white color. The coating is 
guaranteed not to crack or peel off under ordinary use. Height of back, 12 in. above top 
of sink. Length of drain board, 24 In. Fully 
guaranteed. 

Prices quoted below are for sink with nickel 
plated strainer, bolts and trap coupling, drain 
boards and brackets. These prices do not in- 
clude faucet or trap. (See note below.) 



White Enameled Corner $<| Q60 
Sink with Drain Board AO 




FURNISHED IN EITHER 
RIGHT OR LEFT HAND 



Cat. No. 1 


Size. in. 


Shipping ( 
Wt. , lbs. 1 


Each 


;tcpr><;<;5<; 
3CP50057 
3CP50058 


18x3 0 
2 0x3 0 
2 0x36 


, 290 I 
320 
340 


$13.85 
14.40 
15.20 



3C 55449— Nickel Plated Fuller Flange 
Faucets. For % in. iron pipe thread. Weight. 

Each lbS '. 75C 

3C50860— Lead Half "S" Trap, l«/ 2 in. For 
iron pipe connection. Weight, 4 % lbs. §J ^ 



Each 



It is a very simple matter to 
install one of these mod- 
ern kitchen sinks 

All open plumbing — Perfectly clean 
and sanitary. No unsightly woodwork 
with seams and crevices to catch the 
germs, grease and dirt as with the old 
style sinks. No kitchen should be with- 
out a modern sink of this kind. 



White Enameled One- 
Piece Sink with $|()25 
Drain Board 



Lon g Back jjfe Sink with Drain Board $1725 

Genuine White Porcelain Enameled 
Roll Rim, One-piece Sink, with drain 
board. This sink is practically the 
same in every particular as our 
3CP5 664 4 sink, except that corner 
piece is omitted. An elegant, high 
grade sink, of beautiful design and 
appearance. This is a sink to be 
proud of ; a sink that measures fully 
up to the requirements of the modern 
kitchen in every way. Heavy roll rim 
construction, rounded corners, no 
sharp edges or seams to accumulate 
grease, etc., or to injure the hands. 
Sink is regularly furnished with 
two ornamental cast iron legs, as shown in illustration, and 
heavy cast iron corner bracket for drain board support at ends. 
Sink is suspended from wall, on heavy cast iron concealed wall 
hangers. It is without any question one of the most perfect 
and beautifully designed kitchen sinks ever placed on the 
market. Always sanitary and easily kept clean. Fully guaranteed. 

We can furnish sink with enameled iron drain board at either right or left hand 
end. Both styles listed below. Be sure to make no mistake in ordering. Illustra- 
tions shows right hand drain board. 

Prices quoted below are for sink only, as described, with nickel plated strainer, 
bolts, trap coupling, and concealed wall hangers. These prices do not include faucets, 
iron legs, or trap. (See note below.) 

3CP5GG42— With Right Hand Drain Board, as illustrated. Size of sink. 20x30 in. 
Length of drain board, 24 in. Height of back, 12 in. Total length of sink, 5 4 in. 
Weight, about 200 lbs. ^ 

3CP56643— Sink, same as above, with drain board on left hand side when facing 
sink. Weight, about 2 00 lbs. «£g 

NOTE— If two cast iron ornamental legs are wanted in addition to concealed wall 
hangers, add $1.00 to above prices. 

3C55449 — Nickel Plated Fuller Flange Faucets. For 1% in. iron pipe thread 

Weight, i% lbs. Each 

3C5O80€— Lead Half "S" Trap, l«/ 2 in. For iron pipe connection. 
Weight, 4% lbs. Each 




75c 
$1.40 



of 



Genuine White Porcelain Enameled One-Piece Long Back Sink, with corner piece. An 

ideal corner kitchen sink. Sink body, drain board, long back, and end are all cast in one 
solid piece, as shown in illustration. One of the handsomest and most modern kitchen 
sinks ever manufactured. 

Sink is of very artistic design, with heavy roll rim and ribbed enameled iron drain board. 
Enamel is of the very best quality, pure white, genuine porcelain enamel. It is applied by 
a special manufacturing process, insuring hard and fast contact between the enamel and 

Lhe iron, and preventing any possibility 
peeling or cracking after the sink is in use. 
There are no seams whatever in this sink for 
grease, etc., to accumulate. It is one of the 
most sanitary sinks on the market. Height of 
back, 12 in. Size of sink. 20x3 0 in. Size 
of drain board, 2 0x24 in. Total length of 
sink, 5 4 in. Sink is supported from wall by 
concealed wall hangers. Requires no brackets 
whatever. 



If the plan of your kitchen is such that the 
sink can be advantageously located in the 
corner of the room, this is certainly the sink 
to install. We can furnish sink with end 
piece at either right or left hand end. Drain 
board is always on opposite end to end piece. 
Be sure to order correctly. Illustration shows 
right hand end. 

Prices quoted below are for sink only, with 
nickel plated strainer, bolts, and concealed 
wall hangers. These prices do not include 
faucets or trap. (See note below.) 
3CP56644— With Right Hand End, and left 
hand drain board. Weight, about 

2 25 lbs. Each 

3CP5GG45— With Left Hand End, and right 
hand drain board. Weight, about 

22 5 lbs. Each 

3C55449 — Nickel Plated Fuller Flanged 
Faucets. For % in. iron pipe thread. Weight. 

*&*!•... ..i 75c 

3C56S66— Lead Half "S" Trap, l«/ 2 In. For 
hon^pipe connection. Weight, 4% lbs. £| ^ 



White Enameled $700 
One-Piece Sink ■ 



$18.60 

and right 

$18.60 



Reversible 
Drain Board 





Genuine White Porcelain Enameled One-piece Cast Iron Roll Rim Kitchen Sink, with 
detachable reversible roll rim drain board. A very sanitary and neat appearing sink, a- sink 
that will be an ornament to any kitchen. Back and sink are all cast in one solid piece, 
with heavy roll rim. No seams or sharp corners to injure the hands. Drain board is of 
heavy roll rim construction, enameled iron, with ribs as shown. 

Sink and drain board are heavily coated with best quality of clear white, genuine porce- 
lain enamel, applied by special process in manufacture, insuring an absolutely smooth and 
even enameled surface. Is full deep white color. The special process insures a hard and 
fast contact between the enamel and the iron, which absolutely prevents any possible chance 
of the enamel cracking or peeling under any ordinary use. Drain board can be placed at 
either end of sink, as desired. Drain board is supported at end with heavy cast iron special 
wall bracket, as shown. Sink is suspended from wall by heavy cast iron concealed wall 
hangers. This is a sink that will be a credit to the finest kitchen. Fully guaranteed. 

Prices quoted below are for sink with nickel plated strainer, bolts, and white enameled 
drain board, with end supporting bracket and concealed wall hangers, as described. Prices 
do not Include faucets or trap. (See note below.) 



Cat. No. 


Size of 
Sink, in. 


Height of 
back, in. 


Size of 
drain board 
in. 


Wt.. lbs. 


Each 


KCP5004G 
3CP5<;<>47 
3CP50048 


18x3 0 
2 0x3 0 
2 0x3fi 


12 
12 
12 


18x2 4 
2 0x2 4 
2 0x2'4 


170 

195 
205 


St 0.25 
10.62 
1 1 .45 



For 



3C55449— Nickel Plated Fuller Flange Faucets. 

Weight, 1% lbs. Each 

3C56866— Lead Half "S" Trap, iy 2 In. For iron pipe connection, 
4V4 lbs. Each 



in. iron pipe thread. 

Wilght, ' 



75c 
$1.40 



No seams or 
crevices to 
catch the dirt 




Easily Cleaned 1) I and Kept Clean 

Genuine White Porcelain Enameled One-piece Roll Rim Kitchen or Pantry Sink. A lieat, 

beautiful appearing, compact and sanitary sink, for use in all places where space is limited, 
or a drain board is not required. 

This sink is perfect in design, all cast In one solid piece. No seams, or sharp corners. 
Cast from best grade of soft gray iron, heavily coated with genuine white porcelain enamel of 
best quality. Deep, clear white in color. Smooth and even surface. Guaranteed not to crack 
or peel while in use. Sink is suspended from wall by heavy concealed cast iron wall hangers. 
Fuly guaranteed. 

Prices given below are for sink with concealed wall hangers, nickel plated strainer and 
bolts. These prices do not include faucets or trap. 



Cat. No. 


Size of Sink. 
In. 


Height of Back, 
In. 


Weight, 
Lbs. 


Each 


KCP50050 


18x3 0 


12 


1 5 0 


S7.0O 


3CP5G651 


20x3 0 


12 


10 0 


. 7.38 


3CP5«fS52 


20x36 


1 2 


175 


8.15 



3C55440— Nickel Plated Fuller Flange Faucets. For % in. iron pipe thread. 

Weight, IV4. lbs. Each 

3C50S60 — Lead Half 'S" Trap, l'/ 2 in. For iron pipe connection. 

Weight, 4% lbs. Each 



75c 
$1.40 
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ONE-PIECE ENAMELED APRON SINKS 

Heavy One-Piece Enameled $OC45 
Deep Apron Sink 




ONE 
SIZE 



ONLY 



This Sink is without any question one of the most magnificent and beautiful plumbing jgtM 
ever manufactured. It is a product of which we are proud. The massive construction, with the 
deep apron, gives this sink an artistic tone which .places it in a class by itself, and makes it a 
pleasure to work in any kitchen where it is installed. It is remarkably attractive— a beautitul fixture 
in every sense of the word. M t ' . . . . 

The entire sink and back is made in one solid piece, cast from the best grade of soft gray iron, 
after which the casting is very carefully smoothed and finished. The entire outside surface of the 
sink is then coated with best quality genuine white porcelain enamel, applied by a special process 
which insures a hard 'and fast contact between the enamel and the iron, and renders chipping or 
peeling of the enamel absolutely impossible under ordinary use. Enamel is full deep white In 
color, finished to a smooth and even surface, and guaranteed free from imperfections or defects of 

^Sink 1 has waste outlet in center, as shown. There are two faucet holes in back, for hot and 
cold water. Furnished with concealed wall hangers for attachment to wall. No seams to harbor 
dirt or grease, no sharp corners to injure the hands. A sink that is easily cleaned and kept clean 
It is a sink that you may well be proud of. Where partition wall to which sink is attached is of 
light construction, we recommend that sink be ordered with ornamental cast iron leg supports. 



Total Length, 52 Inches . 

Size of Sink 20x28 in. Depth of Apton 5 in. 

Size of Drain Board. 20x40 in. | Height of Back 12 in. 


,»Ur,)U(M)|— O'.IIK l>my, VWIU COOL uuil tuiitcoreu naxi. iiui.gwo, «*o — 

3CP56662 — Sink furnished complete, with % in. Fuller Flange Faucets, and lead trap to wall 
or floor, as desired. Concealed wall hangers, etc. Shipping weight, about 22 0 lbs. C97 10 
Each i - • ■ • r - y v 

"NOTE — We can furnish above sink with two ornamental cast iron supporting legs, with bolts for 
attaching, at $2.00 extra. , , M . . _ ' ■ 

If above sink is wanted for Iron pipe connection, add 50c. 


Enameled Deep Apron Sink | 
With Corner Piece 1 




— i 


fill 



*27 



35 



Furnished in Either Right or Left 
Hand Pattern 

ONE SIZE ONLY, SAME AS ABOVE 



A. beautiful, one-piece Cast Iron. White Porcelain Enameled Corner SJ; k A with end piec^ as 
shown in illustration. This sink is an exact duplicate of our Sink No. 3CP0666I, described above, 
except that it has the addition of the end piece and is intended to be set in corner of kitchen. 
We can furnish this sink in either right or left hand (illustration shows right hand sink). »£«g 
board is always on opposite end to corner piece. In ordering, be sure to state whether sink is 
wanted with end piece at right hand side of left hand side. i mnrft ™,i 

The workmanship and finish of this sink are perfect. Enamel is applied by latest improved 
process, giving a full, deep white color, and doing away with any chance of enamel cracking or 
peeling under ordinary use. With proper care this sink will last. -a- lifetime, and makes a beautiful 

flX It r is ^ften^desif able to place the sink in the corner of the kitchen to save space. If the plan of 
your kitchen is such that a corner sink can be used, we certainly recommend this fixture to you. 
We could not offer you a higher grade sink; no matter what price you would pay for it. 

3CP56665— One-piece Corner Sink only, with concealed wall hangers. Iso other ^"ings. Right- rornpr Sink 

hand end ^iece. like ^r ation. Shipping weight, 21 0 lbs. $27.35 | ! \ 

$O80 Cast Iron Enameled j frf <f 35 
M Flal Rim Slop Sinks r XX 




If above sink is wanted complete with '/ 2 in. Fuller flanged faucets for hot and cold 
water and IV2 in. lead "P" trap, add $1.65. Weight of above trimmings, 2 0 lbs. 
If wanted with fixtures, as above, for iron pipe connection, add g2.1ft. 



no trimmings, with left-hand end piece. 



$27.35 




3CP56537— Flat rim, cast iron White 
Porcelain Enameled Slop Sink, like illus- 
tration, with nickel plated strainer and bell 
outlet, with trap coupling for 1 % or 2 in. 
lead trap connection. This sink is prac- 
tically the same as a regular cast iron flat 
rim kitchen sink, except that it is smaller 
and deeper. It is connected in the same 
manner as any of our kitchen sinks. Makes 
a very handy, inexpensive sink for installa- 
tion in basement or a laundry, for emptying 
out scrub pails, etc. Can be set either in 
wooden frame or on brackets. White enam- 
eled inside, painted outside. 



Size 


Weight 


Price 


16x1 6x10 in. 
16x2 0x12 in. 
20x22x1 2 in. 


3 5 lbs. 
5 0 lbs. 
8 0 lbs. 


$2.80 

m 



If above sink Is wanted with l»/ 2 In. lead "S" or "P" trap for iron pipe connection, add 

Flat Rim Sink on 
Trap Standard 

3 CP 56538— White enameled, cast iron flat 
rim Slop Sink, mounted on heavy cast iron 
Trap Standard, as shown in illustration. Sink 
is fitted with nickel plated brass strainer, 
and bolts to attaching to trap. Trap is 4 in. 
in size, and connection is made to this fixture 
with a regular lead bend, in the same manner 
as a closet bowl is connected. Trap has clean- 
out plug for cleaning. Owing to the large size 
of the trap, there is no chance of its becoming 
stopped up or- giving trouble. Sink is painted 
on outside, and trap is painted to match sink. 



Size 1 


Weight 


Price 


16x16x10 in. 
16x20x12 in. 
20x22x12 in. 


60 lbs. 
80 lbs. 
120 lbs. 


SS6.75 
7.20 
8.15 




Cast Iron, Roll Rim 
White Enameled 
Slop Sink 



QrP£ft£Qfi One-piece, Cast Iron, 
OvitlUUdV White p orC eiain En- 
ameled Slop Sink. Mounted on cast 
iron trap standard base, with clean- 
out, as shown in illustration. Sink and 
back are cast in one solid piece from 
the best grade of soft gray iron. Heavily 
enameled inside and over the roll rim 
with genuine white porcelain enamel. 
Smooth and even finish. No seams to 
harbor grease or dirt. A perfectly sani- 
tary fixture. 

Sink is fitted with two % in. Fuller 
plain flanged faucets, for not and cold 
water. These faucets are threaded for 
iron pipe connection. Sink is neatly 
painted on outside, and trap standard 
is also painted to match sink. Waste 
outlet in center of sink is fitted with 
nickel plated strainer. A high grade, 
sanitary fixture, fully guaranteed. 

These sinks are used for emptying 
and washing out scrub pails, mops, etc., 
and are indispensable in large build- 
ings, such as office buildings, stores, 
shops, schools, factories, etc., or any 
place where a considerable amount of 
scrubbing and cleaning is done. A 
sink of this kind in the modern home 
laundry facilitates the work of house 
cleaning, scrubbing, J etc., very much 
and is a convenience that is well worth 
the small investment. 

Size, 16x20x12 in. deep. Shipping weight. 180 lbs. 

Complete, with faucets, back and trap, as shown. Price 

Size, 18x22x12 in. deep. Shipping weight, 180 lbs. 
Complete, with faucets, trap and back, as described. Price.., 
Size, 20x24x12 in. deep. Shipping weight, 200 lbs. 
Complete, with- trap, faucets and back, as described. Price. 

NOTE — Waste outlet of these sinks is 4 in. in size. Connection is made in same manner 
as to a closet bowl. 




$11.35 
12.35 
13.35 
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MONTGOMERY WARD & CO.'S SPECIAL PLUMBING CATALOGUE 



STONEWARE LAUNDRY TUBS 



No home is complete 

without a set of 
these modern Laun- 
dry Tubs 



The very great convenience of these modern Laundry Tub* renders them practically indispensable in the 
modern home. All carrying of water, filling and emptying tubs, with the attendant mishaps, spilling, splash- 
ing, etc., are entirely done away with. The hot and cold water is connected to the faucets at the back of 
each tub, and when it is desired to fill the tubs for washing purposes, all you have to do is to open the faucet 
— hot or cold — and you can fill the tub with water immediately at exactly the temperature you want it. The 
tub is emptied by the mere pulling of the chain attached to the brass stopper in the bottom of the tub. 
In design, workmanship and material, these tubs are unsurpassed. If your plumbing system is already in- 
stalled, it is a very simple matter to connect up a set of these tubs, as all connections can be arranged for 
iron pipe threads. We will cheerfully furnish Instructions or diagram for connecting and installing on request. 



A Set of these tubs 
installed in your home 
will lighten the burden 
of your washing 50 
per cent 



SINGLE PART $Q30 
LAUNDRY TUB 0~ 




3GF56690— -Single Compartment Laundry Tub. Moulded in 
one solid piece, of special granitine composition. Rounded in- 
side corners. Securely mounted on ornamental cast iron legs, as 
shown. Top edges reinforced with patent metallic rim. This 
makes a very neat and compact tub, and is especially to be 
recommended where space is limited or washing is light. The 
back does not extend beyond top line of tub, and faucets are 
set down below top, as shown in illustration. Tub can be 
fitted with a neat, hinged wooden cover, and used as work 
table when not in use. 

Prices quoted below are for tub only— no faucets or trap. 

Shipped from factory Northern Illinois. 



cets. "For above tub. Price, per set $1.50 

3C56863— IV2 In. Short Lead "S" Trap. Fitted for iron 
pipe connection for above tub. Price $1.40 



DOUBLE PART 
LAUNDRY TUB 





3CF56694— 'Double Compartment Stoneware Laundry Tub. 

Moulded in one solid piece, of special granitine composition. 
Rounded inside corners. Top edges equipped with patent~metal- 
lic rim. Tub is securely mounted on ornamental cast iron legs, 
as shown. Has no seams to develop leaks, etc. Is practically 
Indestructible in ordinary use. This is our most pop- 
ular size tub, and fulfills all requirements of the ordinary 
household. Faucets are set below lop im, and the back does 
not extend above top of tub, permitting the tub to be equipped 
with wooden cover when not in use. Waste outlets of both 
compartments are cross connected at bottom into one single 
outlet, so that tub requires only one trap connection. Each 
compartment is equipped with brass waste plug, so that it 
can be filled or emptied independently. Prfces quoted below 
do not include faucets or trap. Shipped from factory in North- 
ern Illinois. 



Length 


Width 1 


Length 1 


Shpg. Wt. 


Price 


Length 


Width 


I Depth 


Shpg. Wt. 


Price 


2 5 in. 
27 in. 
31 in. 


24 In. 
2 4 in. 
2 4 in. 


16 in. 
16 in. 
1 6 in. 


2 0 0 lbs. 
2 2 5 lbs. 
2 5 0 lbs. 


4.15 


4 8 in. 

5 4 in. 

6 0 in. 


2 4 in. 
2 4 in. 
2 4 in. 


1 6 in. 
16 in. 
1 6 in. 


4 00 lbs. 
4 5 0 lbs. 
4 7 5 lbs. 


$5.*<> 
5.95 
B.34 



3C50704 — Complete set of soecial 
Tray Faucets. For above tub. Price. 
3C56863— 1'/ 2 In. Short Lead 

Fitted for iron pipe connection. 



.. Laundry 
set $3.O0 



in. 



Fuller '/a 

Per 

'S" Trap. For above tub. 
Price $1.40 



THREE PART 
LAUNDRY TUB 



$g60 




3CF56G97 — Three Compartment Stoneware Laundry Tub. 

Entire tub is moulded in one solid piece of special granitine 
composition, with rounded inside corners. Tub has no seams 
whatever. Faucets are set low in tubs, below top rim, as 
shown in illustration, so that tub may be fitted with wooden 
cover, and used as work table, etc., when not in use. Tub 
is securely mounted on three pairs of heavy ornamental cast 
iron legs, as shown. Top edges are reinforced with patent 
metallic rim, and tub is practically indestructible in or- 
dinary use. This tub requires two traps having two waste 
outlets. Where considerable washing is done, or where the 
space permits, we recommend the three-part tubs. The third 
compartment is a very desirable feature, and facilitates the 
laundry work very much. 

Prices quoted below do not include faucet or trap. 

Shipped from factory Northern Illinois. 



length 


Width 


Depth 


Shpg. Wt. 


Price 


7 2 in. 

8 0 in. 

9 0 in. 


2 4 in. 
2 4 in. 
2 4 in. 


1 6 in. 
1 0 in. 
1 6 in. 


60 0 lbs. 
6 5 0 lbs. 
70 0 lbs. 


$ 8.0O 
9.TO 
10.25 



3C5G707— Complete set of six Special Fuller '/ 2 in. Laundrv 

Tray Faucets. For above tub. Price, for the set »4.oO 

3C56863— Two 1'/* In. Short Lead "S" Traps. For above 
tub. Fitted for iron pipe connection. Price, for the . two 
traps Jp^.oO 



SINGLE PART TUB $055 
HIGH BACK O — 




3CF56708— Single Compartment Laundry Tub. With high 

back. Made of granitine composition, moulded in one solid 
piece. Inside corners are rounded. Tub has no seams what- 
ever. Top edges are reinforced with patent metallic rim. Tub 
is practically indestructible in ordinary use. Securely 
mounted on heavy ornamental cast iron legs. The high back 
feature adds materially to the fine appearance of the tub, 
and prevents splashing. 

Prices quoted below do not include faucets or trap. 

Shipped from factory in Northern Illinois. 



Length 


Width 


Depth 


Shpg. Wt. 


Price 


2 5 in. 

2 7 in. 

3 1 in. 


2 4 in. 
2 4 in. 
2 4 in. 


1 6 in. 
16 in. 
1 6 in. 


22 5 lbs. 
2 5 0 lbs. 
2 7 5 lbs. 


$3.55 
3.85 
4.30 



3C5670<3-*One set Special Fuller '/ 2 in. Laundry Tray 

Faucets. For above tub. Price, per set $1.50 

3C568G3— 1«/ 2 in. Short Lead "S" Trap. Fitted for iron 
pipe connection for above tub. Price $1.40 

LET US SEND YOU A FREE COPY 



DOUBLE PART TUB $Pf 7Q 
HIGH BACK 




3CF56710— Double Compartment Stoneware Laundry Tub. 

With high back. Tub is moulded in one solid piece. Top 
edges reinforced with patent metallic rim. Tub is practically 
Indestructible in ordinary use. Securely mounted on 
heavy ornamental cast iron legs, as shown. Tub requires 
only one trap for waste connection. Compartments equipped 
with brass plug stopper, so that it can be filled or emptied 
independently. The high back feature makes it an elegant 
appearing tub, and prevents splashing. Requires only one 
trap for waste connection. 

Prices below do not Include faucets or trap. 

Shipped from factory in Northern Illinois. 



Length 


Width 


Depth 


Shpg. Wt. 


Price 


4 8 in. 


2 4 in. 


1 6 in. 


4 5 0 lbs. 


87.70 


5 4 in. 


2 4 in. 


16 in. 


5 0 0 lbs. 


8.95 


6 0 in. 


2 4 in. 


16 in. 


5 2 5 lbs. 


JL70 



3C5f>704— Complete set for Special Fuller '/ 2 In. Laundry 

Tray Faucets. For above tub. Price, per set 83.00 

3C5(>8(I3— 1'/2 in. Short Lead "S" Trap. For above tub. 
Fitted for iron pipe connection. Price... #1.4<) 

OF OUR SPECIAL HEATING CATALOGUE " MODERN HOME HEATING. 



THREE PART TUB 
HIGH BACK 




3CF56714— Three-Part Stoneware Laundry Tub. Moulded 
in one solid piece, of special granitine composition. Rounded 
inside corners. Top edges reinforced with patent metallic rim. 
Tub is securely mounted on three pairs of heavy ornamental 
cast iron legs, as shown. An elegant tub of fine appearance. 
For service and convenience we could not give you a better tub 
at any price. High back prevents splashing. Tub is prac- 
tically indestructible in ordinary use. A very desirable 
tub where any considerable amount of washing is done. Tub 
requires two traps for waste connection. Shipped from factory 
in Northern Illinois. 

Prices below do not Include faucets or trap. 



Length | 


Width 


Depth 


Shpg. wt. 


| Price 


7 2 in. 1 

8 0 in. 

9 0 in. 1 


2 4 in. | 
2 4 in. 
2 4 in. 


16 in. 
16 in. 
1 6 in. 


700 lbs. 

7 7 5 lbs. 

8 5 0 lbs. 


1 81 1 .05 
12.80 
13.80 



SC5G707— Complete set of six Fuller J4 In. Laundry Tray 
Faucets. For above tub. Price, for the set $4.oO 



Faucets. For above tub. 

3C5G8G3— Two l'/ 2 in. Short Lead "S" Traps. For above 
tub. Fitted for iron pipe connection. c 
Price, for the two traps 5L£.»!> 



MONTGOMERY WARD & CO'S. SPECIAL PLUMBING CATALOGUE 
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RANGE BOILERS AND HEATERS 



"HOME" BATH HEATER 

One of the finest little 
portable Water Heaters on 
the market. Entirely self- 
contained. The tank is 
made of heavy metal, 
nickel-plated finish, with 
metal coil in bottom. It 
is safe and simple, and 
will heat sufficient water 
for a bath in 15 to 20 
minutes. Usual value 
$10.00. Intended to be 
fastened on a shelf over 
the foot of the tub. Re- 
quires no plumbing. Can 
be furnished for either city 
gas or gasoline. Both 
types listed below. Be sure 
to make no mistake when 
ordering. Size of tank, 2 8 in. high by 12 in. 
diameter. Capacity, 12 gallons. This Heater 
has a loose cover on top for filling with water. 
Is not intended for use under pressure. Wgt., 

WNmkttSGJSlr:: 




For burning gas . 
QpI?Cfi4Q7 Nickel-plated Heater. O f A 

»>LrD04iJ/ For burning gasoline .... OmLV 



17 




85 "WINDSOR" 
= INSTANTANEOUS 
WATER HEATER 

Heats water instantly as 
It flows through the Heat- 
er. No storage tank re- 
quired. Simply connect the 
heater up to the cold water 
supply pipe, light the burn- 
er, turn on the water, and 
the Heater will supply a 
constant stream of flowing 
hot water at a temperature 
of 100 degrees Fahrenheit. 
When the water is shut off 
the burner is 
turned out auto- 
matically. so that 




it cannot become overheated. Is equipped with 
pilut light, which can be kept constantly burn- 
ing if desired, so that it will not be necessary 
to light the heater each time it is to be used. 
Just turn on the water and the burner is lighted 
automatically, so that immediate supply of hot 
water is obtained. 

The heater is constructed of the very best 
grade of cold drawn copper highly nickel plated, 
and will last a lifetime. Capacity of Heater, 
two gallons of flowing hot water per minute, 
at a temperature of KM) degrees Fahrenheit. 
Each Heater should be connected with a vent 
pipe terminating outside of the bath room. 
Diameter, 12 in.; height, 2 8 in. Shipping 
weight, about 80 lbs. 

Illustration shows Heater for gas. The gaso- 
line type is equipped with gasoline storage tank 
on side. 

FOR CITY GAS 
tfCF59499— Windsor Heater. or 

Complete for gas #*I«<Wf 

FOR GASOLINE 
.3CF59491 — Windsor Heater. Com- 99 1 A 

plete for burning gasoline. Each uu»x\r 

:*CF5O402— Vent Pipe, 3 in. nickel-plated. 

Per foot 45c 

3CF56493— Elbows, 3 in. nickel-plated. 

Each 70c 

:5CF5(J494— Collars, 3 in. to match. 

Each 39 c 

Shipped from factory in Southern Michigan. 



GALVANIZED RANGE BOILERS 

Range boilers are used for storing hot water under pressure. They are intended to be 
connected with a heating coil in kitchen stove or furnace, or with gas heater such as our 
3057 821, shown on this page. They are connected in such a way that the water cir- 
culates from the tank through the heating device and back to the tank, so that a constant 
supply of hot water is always available. Cold water is supplied to the top and carried 
down through a tube inside of the boiler, and discharged near the bottom. Hot water is 
drawn off from the top. As soon as a hot water faucet is opened the hot water is forced 
out through the top, the cold water coming in at the bottom of the tank through the tube 
as explained. To anyone having a modern water supply system, attic storage tank or city 
water supply, a tank of this kind is indispensable. Full instructions for connecting, etc., 
furnished with each boiler on request. A 30 gallon boiler is sufficient for the requirements 
of an ordinary household. If an unusual amount of hot water is demanded, we recommend 
the 4 0 gallon size. 

STANDARD BOILERS 

3CP50723— Made of galvan- 
ized steel. Carefully tested to 
200 pounds pressure. Guaran- 
teed maximum working pressure 
of 8 5 lbs. Suitable for use in 
connection with our air pressure 
water supply systems, storage 
tank systems, city water service, 
etc., in places where the pressure 
does not exceed 85 lbs. If your 
plumbing system is connected to 
the city water works, and the 
maximum or fire pressure exceeds 
H5 lbs., we recommend our extra 
heavy boilers listed below. Each 
boiler Is furnished complete with 
stand, tube, and couplings, for 
Iron pipe connection. 





IXTRAHE|i| 



Cap. 
Gal. 


Height 
Inches 


Approx- 
imate 
wt. lbs. 


Price 

Complete 


30 J 60 
35 60 
40 60 
52 1 60 


85 
90 
100 
120 


$ 0.50 
7.35 
7.95 
13.25 


EXTRA HEAVY 

3CP5672S— Extra Heavy. Fully 
guaranteed. For use in all cases 
where water pressure exceeds 85 
lbs. 


Cap. 
Gal. 


Height 
Indies 


Approx- 
imate 
wt. lbs. 


Price 
Complete 


30 
35 
40 
52 


60 
60 
60 
60 


92 
100 
110 

135 


$ 9.29 
19.59 
19.95 
13.95 



out stand, tube, or couplings 
deduct $1.99 from above prices 



We are in position to 
furnish solid copper range 
boilers, in any size. Prices 
quoted on request. 




BOILER COUPLINGS 




3C50729— For mak- 
ing connection to range 
boiler. Fitted with 
Standard iron pipe 
thread. Complete set 
consists of four coup- 
lings made of iron, heav- 
ily galvanized. Each 
coupling fitted with un- 
ion joint, as shown. 
Weight. 3 lbs. tin AC 
Price, per set . ..<PJ-«v«J 



BOILER STANDS 




3C56730— Adjustable, 
can be made to fit either 
30, 35 or 49 gallon 
boiler. A very strong and 
durable stand, of neat 
appearance. No range 
boiler is complete with- 
out one of these stands. 
Weight, about 4 lbs. 

ST 50C 



"IMPER- 
IAL'GAS 
WATER 
HEATER 

$g00 




3C57821— 
Intended for use 
in connection 
with our Gal- 
vanized Range 
Boilers, shown 
on t h i s 1 
page. A I 
very ser- 
viceable heater . 
using gas fori 
fuel. Strong, 
durable, and 
substantially constructed. Russia iron casing, 
cast iron top and bottom, with cast iron burner. 
Coil is made of a solid, seamless, drawn copper 
tube, all in one piece, with couplings at top 
and bottom for connection to iron pipe. Is 
fitted with deflectors, which keep the flame and 
heat concentrated on the heating coil at all 
times. Very economical in gas consumption. 
WIN heat sufficient water for bath in 39 min- 
utes. Each heater is fully guaranteed. Ship- 
ping weight, 2 5 lbs. £g qq 



"CLIMAX" AUXILIARY 
WATER HEATER 




3KF57S22I — Made of one single cored casting 
all in one piece. For use in connection with hot 
water storage tanks, or in connection with one 
or more radiators, as an auxiliary means of 
heating rooms which cannot be properly heated 
by the furnace. This heater is placed directly 
above the fire in your heating boiler or warm 
air furnace, and connection made to the pip- 
ing system in the ordinary manner. The cold 
water enters the heater at the bottom, circu- 
lates through the multiple arms and out through 
the top. Owing to the very large number of 
these arms entirely exposed to the fire, the very 
highest efficiency that can possibly be secured 
in a heater of this kind is obtained. Our 12 in. 
size will easily heat a good size room when 
connected to a hot water radiator. Shipped 
from Northern Illinois. 



Diameter 

Height 

Tapping 

Heating 

Capacity 



Shpg Wt. 



5 in. 
3 in. 
1 in. 

30 gals. 


6 in. 
3 in. 
1 in. 

3 5 gals. 


8 in. 
4% in. 
1% in. 

7 5 gals. 


12 in. 
6 in. 
2 in. 

125 gals. 


5 


6 


8 


12 


4% 




12 


3 0 


$1 .95 


JH2.29 '#4.29 


.S575 



Prices on larger sizes quoted on request. 



Mogul 




Windsor Tank 
and Laundry Heater 

Here is a very efficient and 
economical laundry heater that 
will furnish 60 gallons of hot water per 

hour. It can he used in combination 
with a circulating water boiler, where 
you have regular presure of some sort. 
One advantage is that the top of the 
heater affords ample space for heating 
irons, etc. , conveniently. These heat- 
ers are very strongly built and 
will stand a pressure of 50 pounds. 
Has front feed door and two 8-in. 
lids. Strongly and durably 
made throughout and 
specially adapted for fam- 
ily use. Price on board 

cars at Kansas City. Heater Connect- 
ed to Boiler 



I 




GIANT WINDSOR TANK HEATER 

Where a great deal of hot water is needed, and a larger heater than the Mogu 



is desired, we recommend the Giant Windsor, 
water heaters ever made and the most eco- 
nomical in fuel consumption. It has not, 

as is evident from the illustration, a Hat top 
for wash boiler or sad iron heating, but it 
has the greatest possible water surface ex- 
posed to the fire, and this makes it most 
economical in fuel consumption for the 
water heated. 

It is very simply made, and easy to fire, 
being especially designed to heat water in 
tanks for domestic uses. It can also be used 
to heat poultry houses, small green-houses, 
small swimming pools, and baptistries. It 
can be used also for small hot water heating 
plants where the radiation used is from 150 
to 200 square feet. 

The tank capacity, given in the table 
below, means the amount of water the two 
sizes will heat per hour, from 40 degrees to 
200 degrees Fahrenheit. 



This is one of the most efficient 



Catalogue 
Number 


Heater 1 Height 
Number 1 Inches 


Size of 
Top 


Size of 
Smoke Pipe 


3KP50075 


| 7 | 24 


14x22 in. 


6 in. 


Size of Water Pipe 
Connection 


Diameter of 
Fire Pot 


Weight 
Crated 


Price 
Each 


% in- 


14 in. 


150 lbs. 


$12.90 







Cat Ho. 
3KF50021 


Cat. No. 
3KF50041 


Diam. of Grate.. 


12 


in. 


14 in. 


Height 


38 


in. 


42 in. 






2 in. 


Diameter of 








Smoke Pipe . . 


5 


in. 


5 in. 


Tank Capacity. 


250 


gal. 


350 gal. 


Price 


$19.60 


| 25.75 



Shipped from factory near Euffalo, N. Y. 
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CAST IRON SOIL PIPE AND FITTINGS 




Quarter 
Bends 



3C 56704— Standard 

Size. 2 in. Weight. 3% 

lbs. Each lie 

Size, 4 in. Weight, 7 
lbs. Each » 23c 

3C 56765— E x t r a 
Heavy. Size. 2 in. Wt.. 

5% lbs. Each 15c 

Size. 4 in. Weight, 
12% lbs. Each....30c 




Sixth 
Bend 




3C56768 — Standard. 

Size. 2 in. Weight, 8 

lbs. Each 12c 

Size. 4 in. Weight, 

lbs. Each 25c 

3C567S9— E x t 
Heavy. Size. 2 in. Wt.. 
4% lbs. Each ....17c 
Size. 4 in. Weight, 
11% lbs. Each SSglbs, 



Eighth 
Bends 



3C567TO — Standard, 

Size, 2 in. Weight, 3 

!b<. Each 12c 

Size, 4 in. Weight. 7% 

lbs. Each 25c 

3C56771— E x t r a 
Heavy. Size, 2 in. Wt., 

4% lbs. Each 17c 

Size, 4 in. Weight. 
11% lbs. Each 33c 

Soil Pipe Rests 




All Soil Pipe and Fittings shown on this page are guaranteed to be of the very best 
quality, perfect castings, free from flaws or defects of any kind, and heavily coated, 
both inside and out, with coal tar. Soli pipe is made and sold only in 5-foot lengths. 

Dimensions given are inside diameter. 



Single Huh Soil Pipe 



STANDARD 
3CP56760 — Standard size, 2) in. 
Single Hub. Weight, per length, 17% 
lbs. Price, per length 54c 

Standard size, 4 In. Single Hub. 
Weight, per length, 32% lbs. 

Price, per length 89c 

EXTRA HEAVY 
3CP56761— Extra Heavy size. 2 In. 
Single Hub. Weight, per length, 2 7% 
lfci. Price, per length 72c 

Extra Heavy size, 4 in. Single Hub. 
Weight, per length, 65 lbs. 
Price, per length $1.40 



Double Hub Soil Pipe 



STANDARD 

3CP56762 — Standard size, 3 in. 
Double Hub. Weight, per length, 17% 
lbs. Price, per length 71c 

Standard size. 4 In. Double Hub. 
Weight, per length, 32% lbs. 

Price, per length $1.02 

EXTRA HEAVY 
3CP56763— Extra Heavy size, 2 In. 
Double Hub. Weight, per length, 27% 
lbs. Price, per length 82 c 

Extra Heavy size, 4 in. Double Hub. 
Weight, per length, 65 lbs. 
Price, per length $1.58 




Quarter 
Bend, 
With 
Side 
Outlet 



Illustration shows right 
hand. In ordering, state 
whether right or left 
hand is wanted. Fur- 
nished in one size only— 
4 in., with 2 in. side 
outlet. 

3C56772 — Standard. 

Weight, 7 lbs. 

Each 45 c 

3 C 567 7 3 — E x t r a 
Heavy. Weight, 12 lbs. 
Each 52c 




Quarter 
Bend, 
With 
Heel 
Outlet 

Furnished In one size 
only, 4 in. with 2 in. 
heel outlet. 

3C56766 — Standard. 

Weight. 12% lbs. 
Each 44 c 

3C56767— E x t r a 
Heavy. Weight, 18 lbs. 
Each 52c 



HC567SO — Standard. 

Size, 2 in. Weight, 2 

bs. Each lOc 

Size, 4 in. Weight, 4 

lbs. Each 20c 

3C56781— E x t r a 
Heavy. Size, 2 in. Wt., 

4 lbs. Each 12c 

Size, 4 in. Weight, 8 



Each 



22c 



Cast Iron Closet Bend 

Used to connect closet 
to soil pipe stack, tapped 
f^mm on each side for l'A in. 
^PJJP^ Iron pipe. Lead and iron 
ferrule is calked into hub. 
Body of casting is grooved and can easily be broken 
off to size required to fit any closet roughing in 
measurement. Size, 4x18. 

3C56905— Standard weight, 20 lbs $1.20 

3C509O6— Extra Heavy, weight. 3 0 lbs.... 1.35 



Cast Iron Roof Plates 

Cast iron 
Roof Plate for 
Soil Pipe. Used 
on flat roofs. 
3C56832— Standard size, 
4 in. Shipping weight, <9i» 

4 lbs. Each *^ 

3C56833— Extra heavy size, 

4 in. Shipping weight. 

8 lbs. Each IOC 



Adjustable Roof 
Flange. Made of heavy 
galvanized iron. For 
making water tight joint 
at point where soil pipe 
goes through roof. Can 
be adjusted to any angle 
of roof. Has collar at 
top for calking. The 
best device for the pur- 
pose on the market. 
3C50880— For 2 in. 
Soil Pipe. Weight, 3% 

ll)s. Each ..* 80 c 

3C50881 — For 4 ln._ 
Soil Pipe. Weight. 4 lbs. 




Running Trap 




3C56820 — Standard. 



Size, 4 in. Weight. 15 

lbs. Each 74c 

3C56821— E x t r a 
Heavy. Size, 4 in. Wt., 
37 lbs. Each 95c 

Running Trap 




vent. 



3C50825 — Standard. 

Weight. 15 lbs. 

Each 78c 

3C56826 — Extra 
Heavy. Weight, 28 lbs. 
Each $1.02 




Cast 
"S" 
Trap 

3C56S06 — Standard. 

Size, 2 in. Weight, 6% 

lbs. Each 22c 

Size, 4 in. Weight, 
18% lbs. Each...50c 
3C56N07 — Extra 
Heavy. Size, 2 in. 
Weight, 8 lbs. 

Each 38c 

Size. 4 in. Weight, 2 7 
lbs. Each 70c 





3C56810 — Standard. 

Size, 4 in. Wt., 21% 

lbs. Each 50c 

3C56811— E x t r a 
Heavy. Size, 4 in. Wt., 
2 5 lbs. Each 70c 

Three-Quarter "S" 
Trap 



"S" Trap with Vent 

One size 
only, 4 in. 

with 2 in. 
vent. 

3C56808 
Standard.— 

Weight, 24 lbs. Each.. 67c 
3C5680O — Extra Heavy. 

Weight, 32 lbs. Each.. OOc 




Three-Quarter ^"Trap 

With Vent 

One size 
only. 4 in., 
with 2 in. 
vent. 

3C56812 
— Standard. 

Weight, 2 0 lbs. 

Each 70c 

3056813— Extra Heavy. 

Weight, 2 9 lbs. 

Each 90c 




Cast Reducer 

Reduces from 4 in. to 
2 in. 

3C56802— 
Standard. 

Weight, 3% 
lbs. 

Each 19c 

3C56803— 
Extra Heavy. Weight, 
4 lbs. Each 27c 






3C50827 — Standard. 

Weight, 21 lbs. 

Each 70c 

3C56828 — Extra 
Heavy. Weight. 3 0 lbs. 
Each OOc 

Half "S" Trap 




3C50S14 — Standard. 
One size only, 4 in, with 
2 in. vent. Weight, 

17% lbs. Each 70c 

3C56815 — Extra 
Heavy. Weight. 2 5% 
lbs. Each OOc 



Cast Iron Long Increasers 

Used at top of soil pipe stack, where pipe goes through roof. 
3C56852 — Standard. Increases from 2 in. to 4 in. Length, 24 in. 

Weight, 13 lbs. Each 69c 

3C56853— Extra Heavy. Increases from 2 in. to 4 in. Length, 2 4 in. 

Weight, 2 2 lbs. Each 80c 

3C56854 — Standard. Increases from 4 in. to 5 in. Length, 30 in. 

Weight, 33 lbs. Each 06c 

3C5685&— Extra Heavy. Increases from 4 in. to 5 in. Length, 3 0 in. 
Weight, 4 0 lbs. Each $1.10 



All Soil Pipe Fit- 
tings Guaranteed 
Best Quality 



Long Increasers 

With Side Inlet 



Our Prices 
Are Lowest 



The side inlet of these Increasers is tapped for 1% in. iron pipe thread. 

3C56856— Standard. Increases from 2 in. to 4 in. Length, 24 in. 

Weight, 1 3 lbs. Each 92c 

. 3C56S57 — Extra Heavy. Increases from 2 in. to 4 in. Length, 24 in. 
| Weight, 2 2 lbs. Each $1.02 

3 C 50858 — Standard. Increases from 4 in. to 5 in. Length, 24 in. 

Weight, 33 lbs. Each $1.1 5 

3C56859 — Extra Heavy. Increases from 4 in. to 5 in. Length, 24 in. 

Weight, 40 lbs. Each $1.25 



Sanitary "T" Branch 



"Y" Branch 

3C56792— Standard 



Size 


I Wt.. lbs. | 


Each 


2x2 in. 


5 


20c 


4x2 in. 


10% 


42 c 


4x4 in. 


14% 


42c 



3C56793— Extra Heavy 



Size 


I Wt., lbs. 


| Each 


2x2 in. 


! 10 


27c 


4x2 in. 


1 17 


53c 


4x4 in. 


23 


55c 




Sanitary "T" Branch 

3C56774— Standard. 



| Wt., lbs. | Each 



2x2 in. 


6 


*6c 


4x2 in. 


11 


39c 


4x4 in. 


14 


40c 



3 C 56775— Extra Heavy 



I 



Wt., lbs. 



I 



2x2 
4x2 
4x4 



in. 

in. I 

in. L 



8 
16 

19% 



23c 
53c 
54c 



Tapped "T" Branch 

Side outlet of this branch is tapped 

for Standard iron oipe thread. 
3C56784— Standard. 



I Wt., lbs. | 



2x1V 


% in. 


5 


36c 


4x1* 


2 in. 


7 


49c 


4x2 


in. 


7 


50c 



3C56785— E xtr a Heavy 



T 



Wt., lbs. 



| Each 



2x1 
4x1 
4x2 



% in. 
% in. 
in. 



1 0 
14 
1 4 



40c 
53c 
64c 




With 2 in. side inlet, right 
or left hand. In ordering, be 
sure to state whether right or 
left hand is wanted. Illus- 
tration shows left hand inlet. 
3C56778— Standard. Size, 
4x4 in. Weight. 18 lbs. 
Each 61c 



3C567TO— Extra 

4x4 in. Weight, 2 3 lbs. 



Heavy. 
...75c 



Tapped Sanitary "T" 
Branch 

8056798— Standard. f|j 



Size 


Wt. lbs. 


Each 


2x1% in. 
4x1% in. 
4x2 in. 


5 
7 
7 


35c 
50c 
50c 



3C50790— Extra Heavy 



Size 



Weight 



2x1% in. 
4x1% in. 
4x1% in. 



1 0 lbs. 
1 4 lbs. 
1 4 lbs. 




"S" Trap 

With 
Clean- 
out Hole 
and 
Cover. 
Size, 
4 in. 

3C56816 — Standard. 

Weight, 21 lbs. 

Each 68c 

3C56817 — Extra 
Heavy. Weight, 30 lbs. 
Each 90c 

Tapped Increasers 

The small 
opening of 
these increas- 
ers is tapped 
for Standard 
iron pipe 
thread. 
3C50848— 
Standard. 
Size, 4x1% in. Weight. 

7 lbs. Each 40c 

Size, 4x2 in. Weight, 

7 lbs. Each 45c 

3C56849 — Extra 
Heavy. Size, 4x1% in. 
Weight, 9 lbs. 

Each 45 C 

Size. 4x2 in. Wei gin. 
9 lbs. Each 47c 

3C56841 
Clean- 
Out Plugs, 

with brass 
screw covers. 
Fur nished 
in one weight only. 
Size, 2 in. Weight. 1% 

lbs, Each 20<> 

Size, 4 in. Weight, 2% 
lbs. Eaeh 34c 





Half "S" Trap 

With Clean-out Hole and 
Cover 




t 



3C56818 — Standard. 

Weight, 20 lbs. 

Each G6c 

3C 56819 — Extra 
Heavy. Weight, 29 lbs. 
Each 88c 

Ventilating Caps 

Used for 
top of vent 
pipe from 
vented traps 
where pipe 
comes above 
the ground. One size 
only for 4 in. soil pipe 
6 in. long. 

3C56830 — Standard. 

Weight, 7 lbs. 

Each 28c 

3C56831 — Extra 
Heavy. Weight, 15 lbs. 
Each 39c 

Double Hub 

3C56800 
S t a ndard. 

Size, 2 in. 
Weight. 3 
lbs. 

Each 8c 

Size, 4 in. Weight, 4% 

lbs. Each 17c 

3C56801 — Extra 
Heavy. Size. 2 in. 
Weight. 4% lbs. 

Each 12c 

Size, 4 in. Weight, 8 
lbs. Each 21c 




42c 
64c 
64c 



Clean-out "Y" 

With Brass Screw Cover. 
3C56823— Standard. 



Size 


| Wt., lbs. I 


Each 


2 in. 




52c 


4 in. 


1 \\ 


.Hl.lO 



3C56824— Extra Heavy. 



I Wt., 



I Each 



2 in. 
4 in. 



23 

2 5 



62c 
8116 




Sanitary Tapped 
Crosses 

Side outlet tapped for 

1 % or 2 in. Standard 
pipe thread. 

3C56790— Stan d ard . 



| Wt., lbs. 



I 



Each 



2x1% in. 


7 


58c 


4x1% in. 


10 


78c 


4x2 in. 


10 


78c 


3C56791— Extra Heavy 


Size 


Wt., lbs. 


Each 



2x1% in. 
4x1% in. 
4x2 in. 



12 
13 
13 



72c 
93c 
$l.Q O 




Soil Pipe Offsets 



Used for offsetting, soil 
pipe stack, for clearing 
foundation, walls, etc. 
Last dimension given in 
each case is the distance 
from center to center of 
the offset. 



Size 


Weight 


Each 


2x 4 in. 
2x 6 in. 
2x12 in. 
4x 4 in. 
4x 6 in. 
4x12 in. 


4% lbs. 

4% lbs. 

8 lbs. 
1 1 lbs. 
1 3 lbs. 
1 5 lbs. 


19c 
22 c 
35c 
36c 
40c 
55 c 


3»C5f 


►796— Exra Heavy 


Size 


I Weight 


1 Each 


2x 4 in. 
2x 6 in. 
2x12 in. 
4x 4 in. 
4x 6 in. 
4x12 in. 


7 lbs. 

8 lbs. 
13% lbs. 
1 4 % lbs. 
16% lbs. 
20% lbs. 


30c 
33c 
43c 
47c 
57c 
74c 



Soil Pipe Joints are easily made. 
See Page 3 of this book 



Ventilating Branch 

With side outlet, for calked joint 
connection. Used for connecting vent 
pipe to soil pipe stack. 
3C56804— Standard. Size, 4x2 in. 

Weight, 12% lbs. Each 48c 

3C56805— Extra Heavy. Size. 4x2 in. Weight, 
16% lbs. Each 6O0 



Sanitary Crosses 

3C56788— Standard. 
Size | Wt.. lbs. I Each 





2x2 in. 
4x2 in. 
4x4 in. 


5 
10 
12 


35c 
57c 
57c 




3C56789— Extra 


Heavy. 


Size 1 


Wt., 


bs. 


Each 


2x2 in. 
4x2 in. 
4x4 in. 


10 
21 

24 


47c 
77c 
77c 



Tapped Crosses 

Side outlets are tapped for Standard 



iron pipe thread 1 % or 2 
3C56835— Stand 


n. 

ard. 


Size . | Wt.. lbs. 


Each 


2x1% in. 1 5 
4x1% in. 9 
4x2 in. 1 9 


55c 
73c 
73c 



3 C 56836— Extra Heavy. 



Size 


Wt, lbs. 


Each 


2x1 % in. 


10 


70c 


4x1 % in. 


12 


93c 


4x2 in. 


12 


93c 
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LEAD GOODS, BENDS, TRAPS, ETC 



Standard Short Lead 
"S" Traps 

3C56864 -~ Standard 
Short Lead "S" Trap. 

Used principally for laun- 
dry tubs or wherever a 
short connection is required. 
Furnished with plain ends 
for lead pipe connection. 
Has brass screw clean -out 
cap in bottom. 




Size 



I 



Shpg. wt. 



I Each 



1 hi in. 
lhi in. 



2% lbs. 

4 lbs. 



35c 

48c 



Standard Short Lead 

"S" Traps 

For Iron Pipe Connections 

3C568G3 — This trap Is 
exactly the same as our 

3C5 6864. except that it is 
fitted with a brass nipple for 
iron pipe connection on the 
outlet end, so that it can be 
connected up with Standard 
iron pipe. 



$1.05 




Size 



I 



Shpg. wt. 



1% in. 
1% in- 



5 lbs. 

6 lbs. 



$1.05 
1.40 



Standard Lead "P" 
Traps 

3056807 -Standard 
Lead "P" Trap. With 
plain ends, as shown. 
Used for sinks, laundry 
tubs, etc., where it is de- 
sired to make connection 
to wall instead of floor. 
Fitted with brass screw 
clean -out in bottom. 



28c 




Size 



I 



Shpg. wt. I Each 



IV* in. 

1 % in. 



4& lbs. 
7 lbs. 



28c 
42c 



Standard Lead "P 

For Iron Pipe 

Connection 

3C50860 — Stan- 
dard Lead "P" Trap. 

Same as our 
3C56 8 67, except 
that outlet end of 
trap is fitted with 
brass nipple for iron 
pipe connection. 




Size 



Shpg. wt. 



| Each 



1 V* in. 
1 Vz in. 



3 lbs. 
4% lbs. 



$1.05 

Lao 



Standard 
Long Lead 
"S" Traps 

3C56872— 
Standard 
Long Lead 
"S" Trap. 

Used for sinks, 
wash basins, 
etc. Are suf- 
ficiently long 
to run from 
bottom of sink 
or bowl to floor, 
sion required. I _.. 
brass screw clean-out inl 
bottom. Furnished with! 
plain ends for lead pipe| 
connection. 




Size 



1 Shpg. wt. | Each 



Wa. in. 
1% In. 



4 lbs. 
6 lbs. 



SOc 
70c 



Lead Bends 




SC56882 — Short 
Lead Bends. Standard 
weight. 



Size 


I Shpg. wt. 1 


Each 


2 in. 


1 2 7 / 8 lbs. I 


30 C 


4 in. 


1 7*6 lbs. 1 


78c 



$056883 — Long Lead 
Bends. Standard 

weight. 



Size | Shpg. wt. I Each 



2 in. 
4 in. 



I 4y 4 lbs. I 
f 9 lbs. | 



40c 
fcl.OO 




3C50868— 
Cast Iron Long 
"S" Trap. Made 
in one solid cast- 
ing with brass 
cleanout plug in 
buttom. Outlet 
end is threaded 
for m inch 
Standard iron 
pipe thread. Top 
of trap is molded 
in bell shape 
form, to match 
bell outlet of 
sink. Is fastened to sink in 
ordinary manner, with the 
regular sink bolts. Can be 
used for sinks, laundry tubs, 
etc., where connection is 
made to waste pipe in wall. 



Cast Iron Half "S" Trap 

3C56869 —Cast 
Iron Half "S" Trap. 

Made in one solid 
casting with 
brass clean - 
out plug in 
bottom. Outlet end 
is threaded for 1% 
in. Standard iron 
pipe thread. Top 
of trap is molded 
in bell-shaped form, 
to match bell outlet of sink. Is 
fastened to sink in ordinary man- 
ner, with the regular sink bolts. 
Can be used for sinks, laundry tubs, 
etc., where connection is made to 
waste pipe in wall. 



™ Size. 1 hi 
Size. 1 Va in. 



| Shipping Wt.fEach 



5 lbs. 
8 lbs. 




Three-Quarter Lead 
"S" Traps 




3C56874 — Three-quarter 
Lead "S" Trap. Used for 
sinks, laundry tubs, etc. For 
making connection to wall or 
floor. A "Y" branch is used 
in waste pipe for making con 
nection. Fitted with bras! 
screw clean -out in bottom. 



| Shipping Wt. j Each 



1*1.10 



Size. 



I 1.251 Size. 



1% 
1% 



5 lbs. 
8 lbs. 



75c 
05c 



Standard 

Long Lead 

"S" Trap 
For Iron Pipe 

Connection 
3C50870 — 
Standard Long 
Lead "S" Trap. 
Exactly the 
same as our 
305(1872 e X- 
cept that the bot- 
tom outlet is fit- 
ted with b r a 8 8 
nipple for connection to 
Standard iron pipe used 
for sinks, basins, etc., 
where pipes go to floor 
instead of wall. 



Size 1 Shpg. wt. ) Each 



1 Va in. 
1% in. 



1%. lbs. 

3 y 2 lbs. 



37c 
SOc 




Size | Shpg. wt. \ Each 



lhi in. 
IY2. in. 



4 lbs. 
6 lbs. 



$135 
1.65 




with nickel 



Standard Lead Bath Traps 

r Iron Pipe Connection 

3C5G885— These 
traps are used for 
waste connection 
from bath tubs, 

and are set in 
• in such a way that the 
brass screw cover tomes 
flush with top of floor, so 
that trap can be easily 
cleaned at any time. Fitted 
with brass nipples, for 
\ connecting to Standard 
iron pipe. 

Size lV4in. 1% in. 

E s a h r ing . wt : . :::::::::::::&> ASBs 

NOTE — Price for above trap, 
plated cover, 2 5c extra. 

Standard Plain Lead 
Bath Traps 

3C56887 — Standard Plain 
Lead Bath Trap. Exactly the 
same as our 305 68 8 5, except 
that no holes or connections 
are cut into it. Trap is fur- 
nished intact. Holes can be 
cut and connections made on 
the job, at whatever points de- 
sired. This trap is used for 
lead pipe work. 

Size, 4 in. in diameter by 
9 in. long, with brass top screw. Weight, 

!,V bs - .$1.05 

NOTE — Price for above trap, with nickel 
plated cover, S5c extra. 




Cast Iron Bath Traps 

. n 3C56860— Cast iron Bath 
^"'T i-t^B^ Trap, same as our 3C5 688 7 
■BjlBa^ except that trap is made of 
>KSHl 1IH cast iron - IIas snorter oody, 
and has outlet openings 
UHflHlll^l threaded for iron pipe connec- 
^^■flHj^l tion. This trap has outlet 
^HHliilli^H opening on side at top, as 
I shown, and inlet opening in 
^^HftiH^I center of bottom. Cover is 
^^■WP^ nickel plated. 
Size. 4 in. in diameter by 5 in. deep, topped 
for VA in. iron pipe. Fitted with brass screw 
cover. Weight 8 lbs Cffp 
Each ° tft 



Cast Iron Drum Traps 

3C56862— Cacst Iron Drum 
Trap. With brass screw 
cover. This trap is exactly 
the same as our 3C56860. 
except that it has inlet open- 
ing on side at bottom, instead 
of center of bottom. Trap 
also has longer body. Cover 
is nickel plated. Size, 4 in. 
in diameter by 8 Ms. in. long. — - 
Weight. 10 lbs- $1.25 
Each v v 




Bell Trap Cesspool 



3C51738— C a • t 
Iron Bell Trap Cess- 
pool or Floor Drain. 

Used for drain out- 
let in cement floors 
of basement, area 
ways, etc. Has bell- 
shaped trap, which 
prevents ' any escape 
of sewer gas. Top 
plate strainer is removable for cleaning. Has 
\y 2 in. outlet. Size, 6x6 in. Shinning 
weight. 5 lbs. 50C 
Each 





Cast Iron 
Adjustable 
Closet Bends 

3C56890 — Cast lron Adjustable Closet 
Bend. Has adjustable screw neck inlet, which 
fits flush with floor. The flange has bolt 
holes for boltirig up tight to bowl. Is 18 
in long, with grooves cast around body, as 
shown. Can be broken off to exact size re- 
quired to fit any closet. Tapped on both sides 
for \hb in. iron pipe thread. Shipping wt, 
20 lb. SI. 62 

Eaoh g**2»S 



Cast Iron Cesspool Covers 




3CP56141— A heavy, well designed cast iron 
cover and frame. For cisterns, cesspools, 
catchbasins, etc. Will last a lifetime. Sets 
on top of cistern wall, about 6 in. below 
ground, so that all that shows above ground 
is the actual cover. Cover is a heavy solid 
casting, as shown, and will never become dis- 
placed, as would be the case with the lighter 
covers on the market. Diameter of cover, 1 9 
in. Diameter of flange at bottom, 30 in. 
Weight, including cover, 165 lbs. 
Price, for frame and cover as shown. QlCL OA 
Bach .<pv«^iV 



Combination Sink Couplings 

3C50687 — Combination Sink 
Coupling, with Iron Pipe 
Thread. For use in connection 
with cast iron sinks only. 
These couplings cannot be used with our steel 
sinks. Coupling is tapped for 1% in. Stand- 
ard iron pipe thread. Shipping weight, 1 % 

Fach ds : 12c 



Cast Iron Service Boxes 

3C56895— These boxes are placed 
over a *'T" handle stop cock, in 

underground water pipes, the top 
of the box coming flush with the 
top surface of the ground, so that 
by removing the top cover of the 
box a rod can be let down and the 
water shut off or turned on, when- 
ever desired. Used principally in 
cities and towns where service pipe 
enters the building from outside, so 
that in case anything goes wrong 
with the plumbing fixtures water can 
be immediately turned off on the out- 
side. 

Length, 36 in. to 54 in. Diam- 
eter. 2% in. Shipping weight, 22 

EST; $1.12 

Length, 54 in. to 78 in. Diam- 
eter, 2% in. Shipping weight. 34 

BS^. $1.4! 

In ordering, state length required. We 
will furnish the nearest size. ^^^^^^ 



Combination Sink Plugs 

3C5O08O — Combination 
Sink Plug. This plug can 
be used instead of the strain- 
er on kitchen sinks, etc., 
where it is desired for any 
purpose to keep the sink filled 
with water. Can be attached to any sink in 
very few minutes. Plate is heavily nickel 
plated and comes with rubber plug and 
chain. Weight, % lb. 

Each AOl, 




Brass Ferrule 

3C56840 — Brass Ferrule. For 

connecting lead waste pipe to 
cast iron soil pipe. Lead pipe 
is connected to ferrule by a 
wiped joint, and ferrule is then 
calked into soil pipe. 

Length, 2x3% in. Shipping 
wt., 14 oz. 

Each 

Length, 4x4 in. Shipping wt.. 
Each 




23c 



Combination Lead Bends and Ferrules 



Used for connecting closet bowl to soil 

pSpe stack, where soil pipe runs in wall. 
:?C.-><>S50— Size. 4x12 in. Weight, 9% 

i&h $1.10 

Size, 4x14 in. Weight. 10% 1 95 

lbs. Each • 

3C56851— Size. 4x18 in. Weight. 12 
lbs. 

Each 




$1.42 




Combination Lead and Iron Ferrules 

These ferrules are used for con- 
necting closet to soil pipe, where soil 
pipe runs directly beneath bowl, and 
no bend is required. Ferrule end is 
calked into soil pipe. Lead end 
projects above floor and is flanged 
over and closet set on with rubber gasket. The smaller sizes are 
used for connecting lead pipe into soil pipe fittings. 
3C5G844— Size, lhi in., for 2 in. cast iron soil pipe 6 in. 
long. Weight, 2 lbs. 23<* 

Each • . 

3C56845— Size, 1% in., for 2 in. cast won soil pipe 6 in. 
long. Weight, 2 hi lbs. 25C 

3C5G84(^-Size,' 9 ; in.",' for * 2 in. 'cast iron soil pipe 10 in. 
long. Weight, 3 Ms lbs. 3fif» 

Each 

3C56S47— Size, 4 in., for 4 in. cast iron soil pipe 1 2 in. 
long. Weight, 7% lbs. 74<* 
Each 



Pipe Hydrants 

3C56892— Anti- 
freezing Hydrant. 
Fitted with shut- 
off rod and stop 
and waste cock. 
Goose-neck head 
fitted for 
% inch 
hose connec- 
tion. Size, 
% in. 4 feet 
long. Weight, 



Each . 




»C5«e8S— Cast 
"ron Sink Trap. 

With brass clean - 
out screw in bot- 
tom. Fitted for 1% in. iron 
pipe outlet. Suitable only 
for our cast iron sinks. 
Weight SH lb. 
Each 



Pig Lead 



3C55047— Plumbers' Pig Lead 

?lb. pigs, 
rice, per pound 

(Price subject to market changes.) 



Comes In 

8c 



Plumbers' Solder 



SOLDER 



; — r 



3C50842 — Best grade refined Plumbers' 
Solder. Comes in bars of about 1% lbs. 
each. We do not sell less than a bar. CAp 
Price, per bar afVF^- 

(Price subject to market changes.) 



Plumbers 9 Prepared Soil 

3C55642 — A special preparation for coat- 
ing brass nipples, lead pipe, etc., preventing 
solder from sticking wherever applied. Used 
for wiping joints, etc., so that solder will 
take hold only where it is wanted. Shipping 
weight, 1 hi lbs. Packed in 1 pint cans. QOn 
Each 



Sheet Lead 




3C50847— Best Grade Sheet Lead. For roof 
flashing, tank lining, and all general pur- 
poses where lead facing or lining is required. 
The 1/3 2 in. weighs 2 lbs. to the square 
foot. The 1/16 in. weighs 4 lbs. to the 
square foot. Always state, thickness wanted. 
Size. 1/32 in. thick. Per square foot.. 22c 
Size. 1/16 in. thick. Per square foot..34o 



iLead Waste and 
Supply Pipe 

I3CP55605— Prices 





■^ I 4 llll *^3 quoted 


are subject to 




■ * 1 " market changes. 


Size, Inside 


Weight 


Price 


Diameter 


per ft. 


per ft. 


% in. 


10 oz. 


Gc 


%in. 


1 lb. 


8c 


1 in. 


1 % lbs. 


Hie 


1% in. 


2 lbs. 


15c 


1% in. 


3 lbs. 


21c 


2 in. 


3 lbs. 


22c 


4 in. 


5 lbs. 


30c 



NOTE — Prices on other sizes or weights of 

lead pipe quoted on request. 



Plumbers 9 Oakum 



3C55646— Rope Oak« 
urn, spun long fiber. For 

calking iron soil pipe. 
Oiled, and especially pre- 
pared in coils, about 50 
lbs. to the coil. 

Per coil $2.45 

Per lb 06 
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NICKEL PLATED BATH ROOM FURNISHINGS 



Six Piece Bath 
Fixture Set 
$935 




3C563<>0 — Six- piece Bath Fixture Set. Consists of 
one nickel plated wall soap cup; one nickel plated 
combination tumbler tooth brush holder; one nickel 
plated bath tub soap cup, for attaching to rim of bath 
tub; one 18 -in. nickel plated towel bar, made of %-in. 
nickel plated brass tubing; one nickel plated toilet 
paper hloder; and one plate glass shelf, made of 
polished plate glass, 5-in. wide by 18-in. long. 

All above trimmings are made of heavy brass, heavily 
nickel plated. Weight, complete set, lbs. «BO Q£ 
Special price for complete set, as described «P^» **** 



Eight Piece Bath $440 
Fixture Set 






3 C 5(5368^- Eight- piece Bath Fixture Set. Consists of one heavily nickel 
plated wall soap dish, ornamental design; one nickel plated tooth brush 
holder; one oak bath seat, with rubber-covered wire hangers heavily nickel 
plated ; one glass shelf, made of polished plate glass, 5 in. wide by 18 
in. long, with heavily nickel plated supporting brackets; one extra heavy 
crystal glass towel bar, 1 in. thick, 1 8 in. long, with nickel plated 
supports; one heavily nickel plated toilet paper holder; one ornamental 
pattern nickel plated tumbler holder; and one nickel plated brass bath 
robe hook. 

All of the above trimmings are made of heavy brass, heavily nickel 
plated, as shown in illustration. Each fixture is In itself a beautiful 
ornament in any bath room. No modern bath room should be without a 
complete set of these trimmings. Weight, complete set, 9% lbs. <SL/l 40 
Special price for complete set. as described V 



Seven Piece Bath 
Fixture Set 




3C5G367— Seven-piece Bath Fixture Set. Consists of 
one nickel plated wall soap dish; one nickel plated 
toilet paper holder ; one nickel plated towel bar, 1 5 
in. wide; one nickel plated tumbler holder; one oak 
bath seat; one nickel plated bath robe hook; and one 
of our rubber bath shower sprays, for shower bath or 
shampoo. All fixtures furnished, as shown In illustra- 
tion, made of solid brass, heavily nickel elated. Weight, 
complete set. 6M lbs. Special price for con 
plete set, as described 



$3.45 



Wail Tumbler Holder 

3C5«318— 
H e a v H y 
Nickel 
Plated. 
Solid Brass 
Wail Style Tumbler Holder. 
Ornamental design. Com- 
plete with nickel plated 
screws for attaching. 
Weight, 3 oz. Each.. 23c 




Bath Robe Hook 

3C5G408 — 
Bath Robe Hook. 

Made from solid 

brass, h e a v i 1 y fM 
nickel plated. 
Complete with 
nickel plated screws 
attaching. Weight, 2 oz. 

Each 9c 

Per doz 93c 




Wall Tooth Brush Holder 

3C5W33N— 
Tooth Brush 
Holder. 

Wall pat- 
tern. Made 
of solid 
brass, 
heavily 
nickel 
plated. Furnished complete 
with nickel plated wall 
screws for attaching. A 
very handy fixture in any 
bath room. Weight. 8 oz. 
Each 




70c 



Wall Tooth Brush and 
Tumbler Holder 

3C56324— 
Tooth Brush 
and Tumbler 
Holder. 

Highly or- 
n a m e n tal 
design, wall 
pattern. 
Fur nished 
c o m p 1 ete, 
with nickel 
plated screws for attaching. 
Weight, 7 oz. 

Each 42c 




Bath Soap Cup 

3C56342- 
I Bath Soap 
Cup. Made 
'of solid 
brass, 
l e a v i 1 y 
nickel 
p 1 a ted. 
Fits 
over rim of bath tub. Wt., 
12 oz. Each 80c 




Wall Soap Dish 




3C5G310 — Wall Soap 
Dish. Made of solid brass, 
heavily nickel plated. Com- 
plete, with nickel plated 
screws for attaching. Wt., 
3 oz. 

Each 12c 



Combination Tumbler 
Holders and Soap Dish 




3C50332 — Combination 
Tumbler Holders and Soap 
Dish. Made of heavy brass, 
heavily nickel plated. Fur- 
nished complete, with 
nickel plated screws for 
attaching to wall. Remov- 
able tray. Weight, 1 2 oz. 

Each $1.45 



Combination Tumbler Hol- 
der, Tooth Brush Holder 
and Soap Dish 




3C5G335 — Combination 
Tumbler Holder. Tooth 
Brush Holder and Soap 
Dish. Made of solid brass, 
heavily nickel plated. 
Complete, with nickel 
plated screws for attach- 
ing to wall. Wt., 18 oz. 
Each $1.45 




Combi- 
nation 

Tumbler 

and Soap *: 
Dish 

3C56328 — Combination 
Tumbler and Soap Dish. 

Highly ornamental design. 
Wall pattern. Furnished 
complete, with n c k e 1 
plated screws for attach- 
ing to wall. Weight, 8 oz. 
Each 55 c 



Combination Tumbler 
Holder and Soap Dish 

3C5G329— 
Com bina- 
tion Tumbler 
Holder and 
Soap Dish. 
M a d e of 
heavy brass 
for attach- 
ing to wall. 
F u r n ished 
c o m p 1 ete, 
with nickel 
plated wall ■ 
screws. Fitted with remov 
able soap drain. Weight, 
1 2 oz. Each 85c 




Glass Shelf 




3C5G30O— Plate Glass Shelf 
and Glass Towel Bar. Brackets 
are solid cast brass, nickel -plated. 
Shelf of polished plate glass, 
ground edges. Regular $3.00 
value. Weight, 4 lbs. Length. 
18 inches. Width, *9 OC 

5 in. Each 



3CG361 — Plate Glass Shelf. 

Brackets solid brass, nickel- 
plated. Shelf is of polished 
plate glass, ground edges. Width. 
5 in. Length, 18 in. 7©« 

Weight, 2 hi lbs. Each *OL 

Length. 2 4 in. Weight. QCp 
3 lbs. Each W* 



3C563TO— Towel Bars, made of 
V 2 in. solid brass tubing, nickel- 
plated, with heavy base. Weights. 
8 to 11 oz. 

Length, in... 15 18 24 
Each 37c 42c 48c 




3C56384— Towel Racks, with 
three folding arms. Length, 1 3 
in. Weight, 14 oz. CO p 
Each *<*l' 



Toilet Paper Holder 



3C50391— 
Toilet Paper 
Holder. Made 
of solid brass, 
heavily nickel 
plated, with 
ehonized wood 
roller. Width, 
5 in. Com- 
plete, with 
nickel plated 
screws for at- 
taching. Wt., 
4 oz. Each . . 



Glass Bars 



3 C 563 SO— Extra heavy Crystal 
Glass towel bars, solid brass 
brackets. nickel-plated. Diam- 
eter of glass bar, 1 in. Usual 
$1.50 to .$2.00 value. Weight. 
2Y* to 3 lbs. 

Length, 18 in. Each $1.15 

Length. 2 0 in. Each 1.20 

Length. 2 4 in. Each 1.30 



3C5G376— Glass Towel Bars. 

Brackets are solid brass, nickel - 
plated. Bar is round polished 
glass. Diameter, %-in. Weight, 
10 and 12 oz. 

Length, 15 in. Each 55c 

Length, 18 in. Each 5Sc 



3C56372^-Towel Rack, made 
of % inch brass tubing. Nickel- 
plated. Length, 15 in. Weight, 

4 oz. Each 23c 

Length. 18 in. Weight, 6 oz. 

Each 25c 

Length. 2 4 in. Weight, 9 oz. 
Each 28c 



3E 



3C56374— Double Bar Towel 
Rack. Brass tubing. nickel 
plated. Length, 2 4 in. Weight. 
1% lbs. <M K 

Each 

Length, 30 in. Weight, A 9/| 
^lbs^Each^^^^^^*"^ 



Toilet Paper Holder 




3C56390— 
Toilet Paper 
Holder. Made 
of solid brass, 
heavily nickel 
plated. Orna- 
mental design. 
For standard 
size paper. 
Widtk, .4% 
in. Weight, 
12 oz. - 




Each 



Wall Soap Dish 

3C5631 5— 
Wall Soap 
Dish. With 
r e m o vable 
soap drain. 
Highly 
o r n amental 
fixture. Made 
of heavy 
brass, heavily nickel plated. Fur- 
nished complete, with nickel plated 
screws for attaching to wall. 
Weight. 7 oz. 

Each G2c 




Combination Soap Dish 
and Sponge Holder 

3C563RO— 
Com bination 
Soap Dish and 
Sponge Holder. 

Made to fit 
over rim of 
bath tub. Made 
of solid brass, 
heavily nickel 
plated. Highly 
ornamental de- 
sign. Weight. 
U4 lbs. Each $1.45 




Bath Robe Hook 

fk C\ 3C56410— 
I JL _ ~-=r>J Bath Robe 
iff Hook. Long, 
xw straight pat- 
tern. Made of solid brass, 
heavily nickel plated, with 
nickel plated screws for 
attaching. Length, 2Vz in. 
Weight. 2 oz. 
Each 1 9c 



Whisk Broom Holder 

3C5634S 
Whisk 
Broom 
Holder. 

Made of solid brass, heavily 
nickel plated. Ornamental 
pattern, as shown in illust- 
ration. Weight, 2 ounces. 
Each 16c 



Towel Rings 




3C56386 — Towel Rings. 

Made of solid brass, 
heavily nickel plated. Com- 
plete, with nickel plated 
screws for attaching. Wt., 
12 oz. 

Each ,.: 49c 



Wall Soap Cup 




3C56314 — Wall Soap 
Cup. Made of solid brass, 
heavily nickel plated. Re- 
movable pattern. Complete, 
with nickel plated wall 
screws for attaching. Wt., 
ft oz. 

Each 32c 



Soap Cup 




3C56344 — Soap Cup. 

Wire pattern. Made of 
solid brass, heavily nickel 
plated wire, to fit over rim 
of bath tub. Weight, 9 oz. 
Each 4(»c 



Sponge Holder 




5C5«34(i 
S<ponge 
Holder. 

Wall pattern. Made of 
heavy brass. Highly orna- 
mental design. Heavily 
nickel plated. A beautiful 
ornament in any bath room. 
Furnished complete, with 
nickel plated wall screws 
for attaching. Weight, 1 -i 
oz. Each 90c I 



Wall Tumbler Holder 

3C56319— 
Tumbler 
Holder. 

Wall pat- 
tern. Made 
of solid 
brass, heav- 
ily nickel 
ornamental cup 
Furnished com- 
plete, with nickel plated 
screws for attaching. Wt., 
5 oz. 

Each ....42c 




Wall Tumbler Holder 



3C5U322— 
Wall Tum- 
bler Holder. 

Highly orna- 
mental de- 
sign. Wall 
p a 1 1 e r n. 
Made from 
solid brass, heavily 
plated. Furnished 
plete. with nickel 
screws for attaching. 
6 oz. 

Each 




nickel 
com- 

plated 
Wt., 

30c 



Soap Stand 




3C56312— Portable Soap 
Stand. With removable 
soap ring. Made of solid 
brass. heavily nickel 
plated. Weight, 6 oz. 
Each 4Gc 



Comb and Brush Tray 



3C56354 — Comb and 
Brush Tray. Made of 
heavy brass. Heavily nickel 
plated. Length, 9 in. 
Weight, 12 oz. 
Each 86c 



Wall Match Safe 



3C5G35G— 
Wall Match 
Safe. Made 
of solid 
brass. Heav- 
ily nickel 
plated. Com- 
plete with 
nickel plated 
screws for 
a 1 1 a ching. 
Weight, 10 o«. 
Each 




72c 
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NICKEL PLATED FIXTURE TRIMMINGS 



Fuller Basin Cock 

3C554U2 — Fuller Basin 
Cock. Heavily constructed. 
Solid brass, heavily nickel 
plated. Furnished for lead or iroi 
pipe connection. Illustration shows 
right-hand cock. State whether 
right-hand or left-hand faucet is 
wanted. This is important. Weight. 
IV* lbs. 

3C55462— Right-hand Cock. 

Each 83c 

3C55463— Left-hand Cock. 

Each 83c 

If above faucet is wanted for Iron pipe 
connection, add »>Oe each. 




Fuller Basin Cock 

Fuller Basin Cock. Ex- 
tra quality. Made of heavy 
brass, heavily nickel plated. 
Semi-low down pattern, 
with round head, as illustrated. 
Faucet is equipped with white 
China handle, marked for hot or 
eold. Weight, l Yz lbs. 
'{C55405— Right-hand. Indexed 

IS $1-15 

3C55466— Left-hand. Indexed 

hot. Each 

If above faucet is wanted for iron pipe con- 
nection, add 20c each. 




$1.15 



Self Closing Basin Cock 

3C55407 — Boston Pattern. 
Self-closing Basin Cock. Heavy 
pattern. Solid brass, hand- 
somely nickel plated. A sure 
closing faucet. Substantially 
built, and well made in every way. 
Will not get out of order. Prevents 
water waste. Should always be used 
where water rate is high, or water is 
pumped by hand. Weight, IK lbs. 

$1.40 

wanted 



Each. 
If above 




faucet is 
connection, add 20c. 



for iron pipe 



Compression Basin Cock 

Compression Basin Cock. 

Semi- low down pattern. 
Heavily nickel plated. White 
China indexed top. marked 
for hot or cold. Furnished 
for lead or iron pipe connec- 
tion. Weight, Wi lbs. 
3C554GO— Indexed 
cold. 79p 
Each «Ot 

3C55461— Indexed H9 P 
hot. Each 'dt 

If above faucet Is wanted for iron pipe 
connection, add 2-Oc each. 




Basin Supply Pipes gj"~, « 

S3 3C66618 — Plain Straight 
Wi Basin Supply Pipes. Made of 
heavy brass tubing, heavily 
nickel plated. Size, % in. 
Furnished complete with 
nickel plated floor flanges, 
and nickel plated coupling for 
connection to basin cock. 
Furhfshed for lead pipe con- 
nection. Shipping weight, per 
pair. 3 lbs. $1 1(1 

Per pair (two) #*»*V 

3656020 — Basin Supply 
Pipes. For floor connection 
with air chambers. Made of 
heavy brass tubing. Size, % 
in. With air chamber exten- 
sion on side, as illustrated. 
Heavily nickel plated. Fur- 
nished complete, with nickel 
plated nut coupling for con- 
nection to basin cock, and 
nickel plated floor flange for 
lead pipe connection. Shipping weight, per 
pair. 4 lbs. €9 1(1 

Per pair (two) *£.JW 

If either of above supply pipes are wanted 
for iron pipe connection, add 20c each to 
prices quoted. 



Fuller Combination Double Bath Cock 

3C55470— Fuller 
C o m b i n a tion 
Double Bath Cock, 

as i 1 1 u s trated. 
Heavy construction. 
Solid brass, heavily 
nickel plated. Fit- 
ted for y 2 in. lead 
pipe connection. 
Has nickel plated 
jewel cup on top, 
for holding rings, 

etc. A very handsome faucet, fully guaran- 
teed. Handles indexed hot and cold. Hot and 
cold water are mixed before flowing into bath 
tub. Faucet is equipped also with spigot out- 
let for shower bath hose attachment. Ship- 

&:!^? fc £? $1-88 

We can furnish above faucet for iron pipe 
connection, at 20c each extra. 




Compression Double 
Bath Cock 




3Co5472— Com- 
pression Double 
Bath Cock. A high 

grade faucet, heav- 
ily constructed. 
Solid brass, heavily 
nickel plated. Well 
made in every way. 
Will not get out of order 
or give trouble. A good 
faucet for use wherever the water pressure is 
very high. It is a sure closing faucet, and 
will close tight against any pressure. Each 
faucet furnished complete with spigot exten- 
sion for shower bath hose connection. Reg- 
ularly furnished for lead pipe connection. 
A high grade faucet, guaranteed to give satis- 
faction. Shipping weight, 4 lbs. 

We can furnish above faucet for iron pipe 
connection, at 20c each extra. 



Basi» Supply Pipes For Wall Connection 

CO 3C50U17 — Basin Supply Pipes. 

Without chambers. For wall connec- 
tion, as illustrated on left. Made of 
heavy brass tubing, heavily nickel 
plated. Furnished complete, with 
nickel plated wall flanges and hex- 
agonal coupling for connection to 
basin cock. Size. % inch, lead pipe 
connection. Weight, per pair. 3% 
lbs. 

pair . .$1»85 

3C5flttlJ>— 
Plain Basin 
Supply Pipes. For wall connec- 
tion, like illustration on left. No 
air chamber. Made of heavy % 
in. brass tubing, heavily nickel 
plated. Complete, with coupling 
and wall flange, for lead pipe 
connection. Weight, per Pah. 2 

Per pair $1.£9 

We can furnish either of the 
above Supply Pipes for iron pipe 

connection, for 20c extra, each. 




Combination Bath 
Waste and Over- 
flow 

3C50520 — Com- 
bination Bath Waste 
and Overflow, as 

Illustrated. Built-up 
construction. with 
slip joint con- 
nections. Made 
of heavy brass, 
heavily nickel 
plated. Com- 
plete, with 
rubber stopper, 
chain and 
floor flange, as shown. A 
high grade fixture. Will fit 
any Standard bath tub. 
Regularly furnished for lead 
pipe connection. Weight. 3 

Z* $1-15 

We can furnish above fix- 
ture for %V» In. Iron pipe 
connection at 50c extra. 




Ideal Lavatory Waste Fitting 

3C56622 — Ideal Lavatory, Waste 
Fitting. With white China index top. 

Made of heavy brass, heavily nickel 
plated. A very handsome fixture. 
Substantially made, and fully guar- 
anteed. This fixture cannot be at- 
tached to the regular style lavatory. 
The lavatory must be made for an 
ideal waste fitting, or it cannot be 
used. This fitting does away entirely 
with the chain and rub- 
ber stopper, which is 
often so troublesome and 
hard to keep in place. 
Furnished for lead pipe connection 
Weight. 3 lbs. 



Bath Supplies 

3C56527 — Nickel Plated 
Bath Supply Pipes. Made of 
solid brass, heavily nickel 
plated . Guaranteed to with- 
stand any city water pressure. 
Threaded for Yi in. iron pipe 
connection. Complete, with 
nickel plated floor flanges. 

Price. CI OA 

per pair «pi»«IV 



Combination Bath Trap, 
Waste and Overflow 

3C5«523 — A 
highly practical 
bath tub fixture. 

Combines the 
bath trap w 1 1 li 
the connected 
waste and over- 
flow, doing 
away entirely 
with the 
necessity of 
h a v in g a 
trap in floor. 
Trap is cast 
of solid 
brass at base 
of fixture, as 
shown in 
illustration, and is fitted with 
removable plug for cleaning. 
Perfectly sanitary, and will 
not get out of order. Fixture 
is made of heavy brass 
heavily nickel plated, complete 
with chain, rubber stopper, 
and nickel plated floor flange, 
as shown, for lead pipe con- 
nection. Weight, 4 (9 1^ 

lbs. Each 

We can furnish above fix- 
ture for l'/ 2 in. Iron pipe 
connection at 50c extra. 




Bath Waste Plug 

3C5G519 — Bath 
Waste Plug. Solid, 
brass, heavily nickels 
plated. Complete, t 
with nickel plated i 
chain and rubber , 
stopper for lead pipe \ 
connection. Weight, 

Each . 55c 



Ideal Roman Lifting Waste 
For Bath Tub 

3C50522 — Ideal 
Roman Lifting Waste 

ng. as illustrated. 
Heavily con- 
structed. Solid 
brass, heavily 
nickel plated. Capped 
with white China waste 
index. Nickel plated ex- 
tension arm, bracket ^and 
cap, for overflow outlet of 
bath tub. Can be attached 
any of our regular bath 
Does away entirely 
with the 
necessity of 
a rubber 
stopper, which is so 
troublesome and hard 
to keep in place. A 
very substantial, well 
made fixture. W 7 ill not get out 
of order or give trouble. 
Fully guaranteed to give satis- 
faction. Furnished for lead 
pipe connection. Weight. 7 

$4.60 

We can furnish above fixture 
for l'A in. iron pipe connec- 
tion at 5Qc extra. 




Bath Overflow Strainer 



3 C 5(55 18— 
Bath Overflow 
Strainer. 

Nickel plated. 
Solid brass, 
for lead pipe 
connection. 
Weight, 1% lbs. 
Each 




Long Basin "S" Traps 

3C5G611 — 
Long, Plain 
Basin "S" Trap. 

Without vent, as 
1 1 1 u strated at 
left. Built-up 
const ruction. 
Slip joint connec- 
tions. Size, 1 ^4 
Made of heavy brass, 
heavily nickel plated. Fur- 
nished complete with floor 
flange for lead pipe connec- 
tion^ Weight, 3 lbs. gg 

Vented Trap 

?C56610— Long Basin "S" 
rap with vent. Heavily 
nickel plated, same as above, t 
except that trap is fitted with 
nickel plated vent to wall, as shown in Illus- 
tration at right. Furnished complete, with 
floor and wall flanges. Size, 1*4 in. For 
lead pipe connection. Weight, 4 tff AA 

lbs. Each $1#;JU 

We can furnish either of above traps for 
II/4 in. iron pipe connection, at 5O0 extra. 




Plain Basin "P" Trap 



3C66613 — Plain 
Basin Half "S"* 
Trap, without Vent.f 

Like illustration. 
Heavily nickel plated. 1 
Complete with wall 
flange for lead pipe 
connection. Weight, 2 lbs. 
Each . 



If above trap is wanted for l'/t in. iron 
connection, add 5Qcr. 

Vented Basin "P"Trap 

3C56612— **P" Basin 
Trap. with Vent. 

Heavily nickel plated. 
Slip joint construction, 
like illustration. Fur- 
nished complete, with 
flanges for lead pipe 
connection. Weight. 3 lbs. 

Each 

If wanted for l ' j -inch pipe 
add 5Qc. 




$1.90 

-onnection. 



Each 



$3.20 



— We can furnish above fixture for 
l'A'In. Iron pipe connection, at SOc extra. 



Rubber Fuller Balls 



For Repairing Fuller 
Bibbs. Black for cold 
water; Red for hot water. 

3C554SO — For cold 

water. * V 

Size. % %_ 

Dozen ...l«c 19c 26c 

3C55451 — For hot 

Water ' 1/ K/ V 

Size, in.-.yz % % 
Dozen 2ftc 31c 51c 



Cock Hole 
I Covers 




3C55455 — 
Used to cover 
up hole In lava- 
tories, kitchen 
sink backs, etc., 
where only one 
faucet is used. 
Nickel plated 
finish, with nut 
and bolt, as 
shown. Price, 
each 1Sc 



Rubber Extension Elbow 

3C56528 — Rubber 
Extension Elbow. 

Used to connect flush 
pipe of closet to bowl. 
Flexible and adjusta- 
ble, from 3% to 5% 
in. Weight, 12 oz. . 
Size, in. Each 

\Yz 48c 

2 53c 




Enameled and Earthenware Basin Bowls 



Round Enameled Iron Basin 


Round Earthenware Basin 


Cast h*on. White Po^laln Enameled Round 




Basin. With patent overflow, and nickel 
plated strainer. Diameter, 13% in. Ship- 
ping weight. 2 0 lbs. 

3C5(>f»0(S — White porcelain enameled inside. 
Painted outside. $2.10 


3C56602 — Round. White. Earthenware 
Basin. With patent overflow. Price is for 
basin only, without fittings. See 3C5 660 5 
on this page, last column, for metal basin 
plug. Outside diameter. 1 4 in. Weight 1 2 


3C5G(i(>7— White porcelain enameled 9 QfZ 


Each 


Oval Enameled Iron Basin 

White Enameled Cast Iron Oval Basin. 

With waste plug, rubber stopper, and patent 
overflow. Nickel plated strainer. Size, 1 4x 
17 in. Shipping weight. 2 5 lbs. 
3C5<H>OS— White porcelain, enameled in- 
side. Painted outside. £9 AC 

Each $£.40 

3C5«<>Of>— White porcelain, enameled 9 1 A 
Inside and out. Each i»W 


Oval Earthenware Basin 

3C5G603— White Earthenware Oval Basin. 

Size. 14x17 in. With patent overflow, for 
metal plug. Price is for basin only. No 
fittings. See 3C566 05 for metal basin plug. 
Weight. 14 lbs. £j 



Wrought Steel Basin 

3C5GC0O—Seamless Wrought Steel Wash Basin. Diameter. 14y 2 in. Light gray enameled 

Inside and out. Furnished with overflow. Nickel plated coupling and plug. Furnished only 
Tor lead pipe connection. Weight. 2% lbs. 51 XV 

described vjm 



Each, 



Metal Basin Plug 

3C56005 — Metal Basin Plug. 

Nickel plated. These plugs ate used 
1 with our earthenware basins, listed 
on this page. Made of heavy, solid 
brass, heavily nickel plated. For 
1*4 -in. lead pipe connection. Com- 
plete with chain and rubber stopper, 
for patent overflow bowl. Weight. 

laoT 28C 

If above Is wanted for 1'/ 4 -in. Iron pipe 
connection, add 5Qc. 

Brass Soldering Union 




—4 



3C5G000 — Brass solder- 
ing Union. For connecting 
lead to iron pipe. Coupling 
can be screwed right into 
the regular Standard iron 
pipe thread. 



Size 


Shpg. wt. 


Each 


% in. 

% in. 
1 In. 
1% in. 
1 % in. 


2 oz. 

3 oz. 
5 oz. 

7 oz. 

8 oz. 


13c 
17c 

1J)C 

23c 
20c 


Brass Soldering Nipples 

^^^_gL— 3C5(J«M)2— Brass Solder- 
IB BKf'fjl '"9 NiPPle. With Standard 

flSHll 1 J iron pipe thread. Used for 
WBJf connecting lead to iron 
^^^^ m ^jjj^ m/ pipe. 


Size 


Shpg. wt. 




| Each 


% in. 

% in. 
1 in. 
1 y 4 in. 
IV2 in. 
? in. 


8 oz. 
4 oz. 
6 oz. 
8 oz. 
0 oz. 
1 2 oz. 


J>c 
12c 
15c 
lOc 
22c 
21)r 



Brass Soldering Bushings 

3C560O4 — Brass Soldering 
Bushing. Slips over end of 
lead pipe. Solder is applied 
to upper shoulder. Can be 
put on with an ordinary 
soldering Iron. 

Size 1^4 in. 1^5 in. 

Shipping wt 4 oz. 8 1 oz. 

Each 17c 22c 
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RUNNING WATER IN YOUR HI 

An Unfailing Rapid Flow of Wafer Always Available 

These Are Advantages of Our i 



WATER ALWAYS COOL IN SUMMER 

These Pneumatic Water Supply Systems are so far ahead of the old style elevated tank 
systems that there is no comparison. The tank may be placed in a cool cellar or buried in 
the ground and the water will always be cool and fresh as if it just came from the well. 
This is impossible where an elevated tank is used with the sun beating on it all day long. 



CANNOT FREE 

The trouble and annoyance of freezing in \ 

tanks, is something that you will never have 
Pneumatic Water Supply Systems. The tai 
the ground below the frost line, so that free 



go For our "Reliable" Water Supply System 

Our "RELIABLE " Pneumatic Water Supply System, shown below, is one of 
the most perfect water supply systems ever placed on the market. The" great 
advantage of this system lies in the fact that it has an entirely separate 
and independent air pump, as shown. 

The water pump is of large capacity and throws a large 
volume of water into the tank in a very short time with little 
exertion. After sufficient water has been pumped into the 
tank (about two thirds full) as will be shown by the water guage glass in ^f^^^^W^M^ 
the head of the tank, the valve (C) is closed tight and the air pressure is ^S(K^X^^^^^^ 

then brought up to the proper point with the separate hand air pump which is especially ^ v^MM^tfz* 

designed for pumping against high pressure. 

After the air haa been brought up to the proper pressure, the air valves (B) and (D) are closed tight and 
the outfit is ready for service. 

Pressure may be relieved from tank by opening air valves (D) and (A). 
Air pump furnished with this outfit is our Double Cylinder Pneumatic Force Pump No. 3CP55945. described on 
Page 38 of this book. The water pump will be our Double Acting Horizontal Water Force Pump No. 
3CF55933, with 3 inch brass lined cylinder and air chamber. 
For description of water pump, see Page 53 of this book. 






S^— FROM WELL 



Reliable" Water Supply Systems With Horizontal Tanks 



OUTFIT NO. 3CF8150 
"RELIABLE" Pneumatic Water Supply System, as above, with 24 in. by 8 ft. horizontal 
steel pneumatic tank. Actual capacity, 190 gallons. Working capacity. 130 gallons. Ship- 
ping weight, 625 lbs. 

3CF8150— Price, complete $02.30 

3CF8151 — Price, complete with tank, galvanized inside and outside 60.45 

OUTFIT NO. 3GF8152 
"RELIABLE" Pneumatic Water Supply System, as above, with 2 4 in. by 10 ft. horizontal 
steel pneumatic tank. Actual capacity, 23 5 gallons. Working capacity, 170 gallons. 



$53.10 

71.85 



Shipping weight, 70 5 lbs. 

3CF8152 — Price, complete 

3CF8153 — 'Price, complete, with lank galvanized inside and outside 
OUTFIT NO. 3CF8154 
"RELIABLE" Pneumatic Water Supply System, as above, with 30 in. by 8 ft. horizontal 
steel pneumatic tank. Actual capacity. 295 gallons. Working capacity, 2 00 gallons. 
Shipping weight, 860 lbs. 

3CF8154 — Price, complete $00.70 

3CF8155— Price, complete, with tank galvanized Inside and outside 83.50 



, , OUTFIT NO. 3CF8156 

■ RELIABLE" Pneumatic Water Supply System, as above, with 30 in. by 1 

steel Pneumatic tank. Actual capacity. 3 65 gallons. Working capacity. 

Shipping weight, 97 5 lbs. 

3CFS1 50— Price, complete 

3CF8157 — Price, complete, with tank galvanized Inside and outside 

llf ,_ llm , OUTFIT NO. 3CF8158 

"RELIABLE" Pneumatic Water Supply System, as above, with 3 6 in. by 

steel pneumatic tank. Actual capacity. 420 gallons. Working capacity. 

Shipping weight. 1,110 lbs. 

3CFS1 58— Price, complete 

3CF8150 — Price, complete, with tank galvanized inside and outside 

OUTFIT NO. 3CFS10O 
"RELIABLE" Pneumatic Water Supply System, as above, with 3 6 in. by 1 
steel pneumatic tank. Actual capacity. 52 5 gallons. Working capacity. 
Shipping weight, 1,2 7 0 lbs. 

3CF8100— Prrce, complete - 

3CF8101 — Price, complete, with tank galvanized inside and outside 



0 ft. horizontal 
2 50 gallons. 



.$66.50 
. 86.35 



8 ft. horizonta: 
300 gallons 



$70.r»<) 

O6.80 



0 ft. horizonta 
3 60 gallons 



....$ 7SMMI 
.... 109.85 



THESE OUTFITS ARE SHIPPED FROM OUR FACTORY IN CENTRAL ILLINOIS 
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A GREAT 
CONVENIENCE 



AT SMALL COST 



i Abundant Supply, When and Where You Want It. 
iodern Water Supply Systems 



S IN WINTER 

ter time, which is experienced with elevated 
contend with when you install one of these 
nay be located in your cellar, or buried in 
* is impossible. 



OUTFITS ARE EASILY INSTALLED 

These outfits are very easily installed. Any ordinary mechanic whc can cut and thread 
pipe can easily set one of these systems up in a few hours. There is nothing complicated 
about them. They consist simply of a tank with air and water pumps, as shown. The 
water is pumped into the tank and the air forces it out whenever a faucet is opened. 



These Modern Systems Make These 
Possible in the Home, Whether You Live in 



Conveniences 
the City or Not 



rr^m^m ^sr The Modern Bath Room 

With one of these Water Supply Systems it 
is possible for you to have every convenience of 
a modern bath room. With running hot and 
cold water connected to the different fixtures, 
shower bath, etc., you willjhave an unfailing supply of water all the time. A few 
minutes' pumping each day will supply all the requirements. Every convenience of 
a modern cityjresidence is at your service. 



The Modern Kitchen 



If 



Running hot and cold water at your kitchen sink. This is a convenience which no 
modern kitchen sh6uld be, without. If your home is located out in the country or in a 
suburb, away from all connections with city water works, etc., this is no reason why 
you should be without this great convenience. By installing one of these modern 
water supply systems, and connecting up one of our 30 to 40 gallon galvanized range 
boilers with your kitchen stove, you will have an abundant supply of hot water 
always at your command by the simple turning of the faucet. 

Why be without these modern improvements when we can furnish you all the 
material required for the complete installation of one of these modern systems for 
such a very small investment? 



The Modern Laundry 




No home should be without a modern laundry properly equipped. A set of laundry 
tubs placed in the basement cuts the labor of washing almost in half. No carrying 
of water to and fro, filling tubs with the attendant spilling, splashing, etc., as is 
necessary with the old style wooden wash tubs. 

With these tubs installed, all you have to do is turn the faucet for either hot or cold water, and you can 
fill the tub Instantly with water at just the temperature you want. To empty tubs, just remove the stopper 
and the water runs away of its own accord through the waste piping system, and tbat is all there is to K. 

Why be without this modern convenience? It only requires a very small Investment. With one of our 
modern Water Supply Systems, and a set of these tubs Installed, with 
explained, the laundry work will become a pleasure. 



hot and cold water connection as 



For Shallow Wells or Cisterns Only 

JThese outfits can be used only for pumping water from wells or cisterns where the vertical distance from 
pump to level of water Is not more than 25 ft. If you wish to pump water from a deep well with one 
of these systems, it is necessary to substitute a deep well pump. In this case write us for a special estimate, 
giving depth of well, distance from well to point where tank will be located, etc., with full particulars. 
We will be pleased to prepare a special estimate on an outfit that we will guarantee to fulfill all your 
requirements. 

Remember, every outfit Is absolutely guaranteed to give satisfaction or you can return It to us and we 
will refund the purchase price, together with all transportation charges you have paid. 




"Reliable" Water Supply Systems With Vertical Tanks 



OUTFIT NO. 3CF8162 
"RELIABLE" Pneumatic Water Supply System, as above, with 2 4 in. by 6 ft. 

teel pneumatic tank. Actual capacity. 140 gallons. Working capacity, 100 
ihipping weight. 5 20 lbs. 

iCF81 62— Price, complete ,--v \ -:\ 

ICF8163— Price, complete, with tank galvanized inside and outside 

QUTF|T NQ 3CF8164 

"RELIABLE" Pneumatic Water Supply System, as above, with 24 in. by 8 ft. 

teel pneumatic tank. Actual capacity, 19 5 gallons. Working capacity, 130 
ihipping weight, 595 lbs. 

;CF8164— Price, complete •••••• yv.li 

:CFS165— Price, complete, with tank galvanized Inside and outsWe 

OUTFIT NO. 3GF8166 
"RELIABLE" Pneumatic Water Supply System, as above, with 30 in. by 6 ft. 

feel pneumatic tank. Actual capacity. 200 gallons. Working capacity, 160 
Shipping weight, 710 lbs. 

[CF8166— < Price, complete • • 

&CF8167— 'Price, complete, with tank galvanized inside and outside 



. vertical 
gallons. 



$48.00 
60.05 



vertical 
gallons. 



$~2.30 
6635 



vertical 
gallons. 



$54.80 
68.85 



OUTFIT NO. 3CF8168 
"RELIABLE" Pneumatic Water Supply System, as above, with 30 in. by 8 ft. vertical 
pneumatic tank. Actual capacity. 29 5 gallons. Working capacity, 2 00 gallons. Shipping 
weight, 825 lbs. 

3CF81 68— Price, complete $60.70 

3CF8160 — Price, complete, with tank galvanized inside and outside 80.85 

OUTFIT NO. 3CFS170 
"RELIABLE" Pneumatic Water Supply System, as above, with 36 in. by 6 ft. vertical 
pneumatic tank. Actual capacity. 315 gallons. Working capacity, 2 25 gallons. Shipping 
weight. 910 lbs. 

3CF8170— Price, complete $62.45 

2CF8171 — Price, complete, with tank galvanized inside and outside 83.85 

OUTFIT NO. 3CF8172 
"RELIABLE" Pneumatic Water Supply System, as above, with 36 in. by 8 ft. vertical 

pneumatic tank. Actual capacity, 420 gallons. Working capacity, 300 gallons. Shipping 

weight, 1.0 7 5 lbs. 

3CF81 72— Price, complete $70.05 

3CF8173 — Price, complete, with tank galvanized inside and outside 06.85 



THESE OUTFITS ARE SHIPPED FROM OUR FACTORY IN CENTRAL ILLINOIS 
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Lakeside" Water Supply Systems 




Buys This Modern 
Water Supply System 
With Upright Tank 



Our "LAKESIDE" Pneumatic Water Supply System, with upright tank. Is truly the 
Ideal outfit for the home. The upright tank is an especially desirable feature where the 
outfit is to be placed in the basement, and we strongly recommend this outfit wherever 
the capacity required is not too great. Does not take up much space. A compact, well 
designed and highly practical water supply system, that is guaranteed to give perfect satis- 
faction. 

Tank is double riveted on the horizontal seams, carefully calked, and tested to 125 lbs. 

tlr pressure before leaving factory. Guaranteed air tight and perfect in every respect. 

The pump is our latest improved, combination air and water, double acting force pump, 

which pumps both air and water in the correct proportions, so that just enough air is sup- 
plied to make up for the amount absorbed by the water. 

Each outfit is fitted complete with all 
trimmings, including water gauge, pressure 
gauge, gate valve, check valve, pipe fittings 
and nipples, to make connection between 
pump and tank, as shown in illustration, 
and according to blue print, diagram and 
instructions which we will furnish. Suction 
pipe from pump to well Is not Included. 




Outfit shown on this 
page cannot be used 
where water in well is 
more than 25 ft. be- 
low surface of ground. 
This is the limit to 
which water can be 
raised vertically by 
suction. If you have 
a deep well, it will be 
necessary to use a 
deep well pump with 
the cylinder lowered 
down into the well. 




OUTFIT NO. 2CF53900 
"LAKESIDE" Pneumatic Water Supply System. Consists of one 24 in. by 6, ft. pneumatic 
tank tapped to stand vertically. Actual capacity of tank, 140 gallons. Working capacity, 
100 gallons. One improved combination double acting air and water force pump, one 
water gauge complete, one pressure gauge, one compression drain coi-k. one 1 in. gate 
valve, one 1 in. check valve, necessary elbows, nipples and union, to make connection between 
pump and tank with fittings, according to diagram. Blue print and instructions lurnisnea 
with each outfit. 

We will also include one % in. lever handle stop cock for main water supply connection. 
Fittings and pipe will be cut and threaded ready for assembling, according to our diagram. 
Allj^u peed to set the outfit up is a pipe wrench. Shipping weight, 47 0 lbs. $36.95 

ith tank galvanized inside and out 48.10 



2CF 53999 — Price, complete 
2CF53991 — Price, complete, 



OUTFIT NO. 2CF53992 
"LAKESIDE" Pneumatlo Water Supply System, as above. With 2 4 in. by 8 i ft. vertical 

steel pneumatic tank. Actual capacity. 190 gallons. Working capacity. 130 gallons. 
Shipping weight. 54 5 lbs. $41.35 

2CF53992^Price, complete • ?S nn 

2CF53993 — Price, complete, with tank galvanized inside and out 57.90 

OUTFIT NO. 2CF53910 
"LAKESIDE" Pneumatlo Water Supply System, as above. With 30 in. by 6 ft. vertical 
black steel pneumatic tank. Actual capacity, 220 gallons. Working capacity, 160 gallons 
Shipping weight. (5 00 lbs. $41.65 

2CF53919^Price, complete tpn.vv 

2CF53911 — Price, compelte, with tank galvanized inside and out 

OUTFIT NO. 2CF53912 
"LAKES-IDE" Pneumatic Water Supply System, as above. With 30 in. by 8 ft. vertical 
black steel pneumatic tank. Actual capacity, 29 5 gallons. Working capacity. 200 gallons 
Shipping weight. 77 5 lbs. $49.15 
2CF53912— Price, complete 



61.75 



2CF 539 13— Price, complete, with tank galvanized inside and out 




Horizontal Tank 
Water Supply System 
190 Gallons' Capacity 



For outfits of larger capacity, our horizontal tank "LAKESIDE" Pneumatic Water Supply 
System is always to be preferred. This outfit is the same as our vertical tank outfit, except 
that the tank is furnished with specially arranged tappings, so that it can be connected up 
to lie horizontally. " . 

Tank may be mounted on brick or cement pier supports, or it may be buried in grouna 
with end projecting through foundation wall of building into basement. This plan is often 
followed, a large pit being dug outside the building down to the basement level, where a 
hole is put through the foundation wall, and the end of the tank projected through about 
6 in. The wall is then carefully bricked up and the excavation filled in. With a tank in- 
stalled in this way. you have absolute perfection in a water supply system for the home. 

Water is always cool and refreshing in Summer, Just as cool as If it came fresh from tne 
well; and in the Winter time there is no danger of freezing, as the tank will be well below 
the frost line. While the expense attached to an arrangement of this kind is greater than 
placing the tank openly in the basement, it is entirely a matter of a 
little extra labor and involves no expense so far as the material 
required is concerned. The water gauge is placed on the front end 
of the tank, as shown in illustration. 

Each outfit is furnished complete with pressure tank, combination 
air and water pump, all necessary valves, gauges, connections, etc., 
to connect pump with tank, as shown. Pipe required to connect pump 
with well or cistern, or tank supports U not Included. 



70.55 

OUTFIT N0.2CF53914 
"LAKESIDE" Pneumatic Water Supply System, as above with 36 in by 6 ft. vertical 
steel pneumatic tank. Actual capacity. 315 gallons. Working capacity. 22 o gallons. 
Shipping weight, 86 0 lbs. §50.50 

2GF53914— Price, complete no oa 

2CF53915— Price, complete, with tank galvanized inside and out 73.20 

OUTFIT NO. 2CF53916 , AJ . 

"LAKESIDE" Pneumatic Water Supply System, as above. With 3 6 guj ty 8 jt ve [ 1 ti cal 
Rteel pneumatic tank. Actual capacity, 420 gallons. Working capacity, 300 ^'lons 
Shipping weight, 1,02 5 lbs. S5S 50 

2CF53919— Price, complete or or 

2GF53917— <Prlce, complete, with tank galvanized inside and out o5.75 

These outfits are shipped from 




Every Outfit Guar- 
anteed to give per- 
fect satisfaction 



OUTFIT NO. 2CF53994 

"LAKESIDE" Pneumatic Water Supply System. Consists or one 24 in. by S ft. horizontal 
black steel pneumatic tank. Actual capacity, 190 gallons. Working capacity. 130 gallons. 
One improved combination double acting air and water force pump, one water gauge complete, 
one pressure gauge, one compression drain cock, one 1 in. gate valve, one 1 in. check valve, 
necessary elbows, nipples and union to make connection between pump and tank, with fittings 
according to diagram. Blue print and Instructions furnished with each outfit. 

We will also include one % in. lever handle stop cock for main water supply connection. 
Fittings and pipe will be cut and threaded ready for assembling, according to our diagram. 
All you need to set the outfit up is a pipe wrench. Shipping weight. 57 5 lbs. CiQ 1A 

2CF53904— Price, complete $4d.lU 

2CF53905 — Price, complete, with tank galvanized inside and out 

OUTFIT NO. 2CF53996 
"LAKESIDE" Pneumatic Water Supply System, as above. With 24 in. by 10 ft. hori- 
zontal steel pneumatic tank. Actual capacity, 23 5 gallons. Working capacity, 17 0 gallons. 
Shipping weight, 65 5 lbs. 9fl 

2CF53999— Price, complete v«» OV 

2CF53997 — Price, complete, with tank galvanized inside and out 

OUTFIT NO. 2CF53998 
"LAKESIDE" Pneumatic Water Supply System, as above. With 30 in. by 8 ft. hori- 
zontal steel pneumatic tank. Actual capacity, 29 5 gallons. Working capacity, 200 gallons. 
Shipping weight. 8 10 lbs. tZti 

2GF53998— Price, complete ■ 

2CF53909 — Price, complete, with tank galvanized inside and out 72.75 

OUTFIT NO. 2CF5391S 
"LAKESIDE" Pneumatic Water Supply System, as above. With 30 in. by 10 ft. hori- 
zontal steel pneumatic tank. Actual capacity, 36 5 gallons. Working capacity, 250 gallons 
Shipping weight, 9 2 5 lbs. <M)fi K(\ 

2C F5391 S— Price, complete *SJ2a 

2CF53919 — Price, compltee, with tank galvanized inside and out ol.OU 

OUTFIT NO. 2CF53922! 
"LAKESIDE" Pneumatic Water Supply System, as above. With 36 in. by 8 ft. hori- 
zontal steel pneumatic tank. Actual capacity, 420 gallons. Working capacity. 300 gallons 
Shipping weight. 1,060 lbs. $01.15 

2CF53922— Price, complete 00 or 

2CF 53923— Price, complete, with tank galvanized inside and out OO.oD 

OUTFIT NO. 2CF53924 t , A ^ t^t 

"LAKESIDE" Pneumatic Water Supply System, as above. With 36 IMP 1 0 RJW" 
zontal steel pneumatic tank Actual capacity, 52 5 gallons. Working capacity, 360 gallons 
Shipping weight, 1,2 20 lbs. . X Oft.dO 

2CF53924 — Price, complete •••• • •••• 4nn jia 

2CF53925— Price, complete, with tank galvanized inside and out ^ 100.40 

oar factory In Eastern Illinois. 
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90 cowl™ GASOLINE ENGINE DRIVEN 

WATER SUPPLY SYSTEM 



FULL Plans and 
instructions for 
installing furnished 
with every complete 
system. Every 
outfit absolutely 
guaranteed to work 
perfectly and give 
satisfaction in 
every respect, or 
your money will be 
cheerfully refunded. 



Includes our one horse power Water Cooled Gasoline Engine, double back geared 
pump jack, three-way force pump, 295 gallon storage tank, together with all valves, 
gauges, fittings, driving belt attachments, as shown in illustration. Everything 
required to complete the entire installation of the system, except the 
piping and pipe fittings. 

Engine Is 
Completely 
Equipped 



The Most 
Practical 
and 
Satisfactory 
Water 
Supply 
System 
on 

The Market 



DRAIN COCK 



-THIS PIPE IS LAID 




FOR DEEP OR SHALLOW WELLS 

This outfit can be used for pumping water from deep or shallow wells or cisterns, and will work just as 
well in narrow tubular wells as in dug or open wells. There is not a single condition to be met with in 
pumping water from wells or cisterns which this outfit is not fuliy able to meet. 

Will take water from the deepest wells and force it into pneumatic pressure tank, which may be located 
in basement of residence or elsewhere, and the water drawn off for use as wanted. Automatic water relief 
valve, shown in illustration, absolutely prevents excess pressure, no matter how long engine is left running, 
a few minutes' pumping each day will supply all the water necessary for the ordinary household. For 
general farm purposes, such as watering stock, etc., a larger tank should be ordered; and it will then, of 
course, be necessary to run engine longer, depending upon how much water is used, and what si/.e tank is 
to be filled. 



WATER RELIEF VALVE 



LINE UNDER 



THE ENGINE Is one of the finest, sturdiest, and easiest running little gasoline engines on the market. It is absolutely dependable. This 
engine is known as our "DAIRY MAID" Engine, regularly listed in our catalogue. It is of very simple construction, easy starting, and 
is as simple to operate and easy to take care of as a sewing machine. 

Cylinder bore, 3Vi In. by 4 In. stroke. Normal speed of engine, 500 revolutions per minute. Rated one horse power. Driving pulley 
is 4 in. in diameter, with 4 In. face. Each engine is furnished complete with batteries, spark coil, gasoline tank, needle gasoline feed 
valve, and is mounted on skids, all complete, ready for immediate starting when it reaches you. 

Full detailed instructions for starting and operating packed in battery box of each engine. Every engine fully guaranteed. 

THE PUMP furnished with this outfit is a heavily built, three-way, anti -freezing, deep well force pump, with windmill head, to which 
pump jack can be readily attached. This pump can be used in open, drilled, or tubular well. 

It is fitted with three-way distributing valve, so that water can be drawn at spout of pump, which is fitted with hose connection; or it 
can be directed through underground piping to pneumatic storage tank in basement of residence, any distance away. 

Pumps water from any depth well by simply lowering cylinder down below water line, as shown in illustration. One of the strongest 
and most substantially built pumps on the market. 

THE PUMP JACK Is our No. 3 Pump Jack, back geared 13 to 1, bringing the speed down to match the driving speed of the engine. 
Can be belted direct to engine, as shown in illustration. Has two sets of driving gears, which give it double strength. It is without any 
question the highest grade pump jack that we could offer you at any price. 

THE TANK furnished with this outfit is one of our "LAKESIDE" Pneumatic Water Storage Tanks, same as is used on all our regular 
"LAKESIDE" water supply systems. Tanks are very strongly built, of 3/16 in. sheet steel with 5/16 in. heads. 

Tank is tested to 125 lbs. pressure. Horizontal seams are double riveted. All seams are very carefully calked, and tank is tested out 
and guaranteed absolutely air tight before leaving factory. Can be furnished with tappings to stand vertically or to lie horizontally. 

In ordering, be sure to state which style of tank is wanted. Horizontal tank always furnished unless otherwise requested. 

THE OUTFIT is furnished complete with all valves and gauges, as shown in illustration. Also one 2%xl2 in. brass-lined pump cylinder 
and necessary valves and connections, for special air attachments, and 16 ft. 2-inch double ply, canvas-stitched, belt to connect pump 
jack with engine. No piping, pipe fittings or pump rod are included. These will come extra, and the amount required will depend upon denth 
of well and distance between well and tank. 

Outfit is easily Installed. Any mechanic (or handy man) who can thread and cut pipe can do the work. 



Cat. No. 


Weight 
Engine 
lbs. 


Weight 
Pump 
lbs. 


Weight 
Pump 

Jack 

lbs. 


Weight 
Tank 
lbs. 


Weight 
Fittings 
lbs. 


Diameter 
Tank 
in. 


Length 
Tank 
ft. 


Total 
capacity 
gals. 


Working 
capacity 
gals. 


Price out- 
fit com- 
plete as 
described 


SCF8202 
3CFS201 
8CF8200 


225 
225 
225 


110 
110 
110 


125 
125 
125 


700 
870 
1050 


50 
50 
50 


3 0 
30 
3 0 


8 
10 
10 


2i)5 
3 65 
52 5 


175 
250 
3 75 


$ 1>2.J>0 
OS.DO 

1 1 o.m> 



NOTE— Engine, Pump, and fittings will go promptly from Kansas City. Tank is shipped from factory in Central Illinois. Punm iark u 
shipped from Kansas City. ¥ J c * 18 

NOTE— Pump is furnished with 2%xl2 in. brass-lined cylinder, unless otherwise ordered. Pump jack is adjusted for 5 in. stroke. 
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"■ailBIIAirk ■ I II IIIIAIIH PNEUMATIC WATER 

SUPPLY SYSTEM 

For Pumping Water From Shallow Wells and Cisterns, Lakes, Springs, Etc. 



MUNICIPAL JUNIOR 



ONLY 




^LiA Cflfl For this Complete Pneumatic Water Sup- 
rlH' 0= ply System with 3 H.P. "Neward" Engine 

In all places where a shallow well pump can be used we certainly recommend this outfit. For pumping water from shallow wells, 
lakes, cisterns, springs, etc., this system will be found preeminently superior to any other system you could possibly install. It is positively 
the best pneumatic water supply system on the market at the present time. Wherever possible, it is always desirable to have the pump, 
cylinder and apparatus above ground, and a deep well pump should never be used where a shallow well pump will answer the purpose. 

In this outfit the engine and pump, which comprises all the mechanism of the entire outfit, may be 
placed in the basement of your building, or an outhouse located near the source of water supply. You wiU 
then have the entire working mechanism of the ap paratus above ground, where it can be carefully oiled and 
looked after. This pump will draw water any vertical distance within 2 5 ft. below the pump. The horizontal 
distance that the pipe is carried is not material as long as a good sized suction pipe is used, which will 
eliminate undue friction. 

Tank can be placed in close proximity to the pump and engine, or any distance away. Water is forced into tank 
against the air pressure, and the elasticity of the air on expanding forces it out of the tank the moment the faucet 
is opened on the supply pipe. This is the most practical system for water supply that has so far been discovered. Tank 
may be buried underground, keeping the water cool in Summer, and eliminating all danger of freezing in Winter. 

A high grade, thoroughly practical water supply system, absolutely guaranteed to give satisfaction. Full plans and 
instructions for installing and operating furnished with each outfit. 




^□RAIN 
^GOCK 



<-CHECK VALVE 
;GATE VALVE 




Engine cylinder, 4>S in. 
bore with 6 in. stroke. 
Speed, 450 R.P. M. 



SUCTION PIPE FROM WELL 



The Engine 



The engine furnished with this outfit is our regular 3 H. P. "NEWARD" Gasoline 
Engine. This engine is the very foundation on which we have built our great gasoline 
engine business. In mechanical design, workmanship and quality of material, it represents 
the very top notch of gasoline engine perfection. 

A sure and easy starter, well balanced, steady running and unflinchingly powerful. An 
engine that you can depend upon to develop its full rated horse power under constant load, 
whether it runs for five days or five minutes. It is hopper water cooled, with full water 
circulation around entire cylinder head as well as cylinder body, rendering overheating 
absolutely impossible. Both exhaust and inlet valves are mounted in Water Cooled head, 
insuring absolutely tight closing, even wear and free accessibility. 

The engine is strong and substantially built, of the very best material. The mechanical 
construction is very simple. A woman can easily start and run this engine without the 
least difficulty. The engine is furnished complete with batteries and spark coil. Equipment 
includes I qt. can "NEWARD" gas engine oil; one zinc oil can; one I lb. can of 
"NEWARD" cup grease; and two double end wrought steel wrenches. 

Full directions for starting and operating packed with each engine. Engine is absolutely 
guaranteed to develop its full 3 H. P. under brake test. Diameter of cylinder, 4'/2 I"-. 
with 6 in. stroke. Normal speed, 400 revolutions per minute. Size of driving pulley, 
6 In. diameter by 5 in. face. Shipping weight, approximately, 470 lbs. 



The Tank 



The tanks furnished on these different size outfits are our regular "LAKESIDE" Pneu- 
matic Steel Air Pressure Tanks. Made of 3/16 in. sheet steel, with 5/16 in. heads. 
The steel used in the construction of these tanks has a tensile strength of 6 0,000 lbs. 
to the square inch. Tanks are very strongly built, with double riveted horizontal seams, 
and are fully tested under 12 5 lbs. air pressure. Guaranteed air tight and perfect before 
leaving the factory. 

Tanks on these outfits, owing to their large capacity, are all tapped to lie horizontally. 
We can, however, furnish tank with tappings to stand vertically, if desired. Tank may be 
mounted on brick or cement piers, or buried in ground with front end projecting through 
foundation wall of basement, as shown in above illustration. When installed in this way 
with a tank buried in the ground below the frost line, it makes one of the most perfect 
water supply systems that could possibly be devised. The water will always be cool and 
refreshing in Summer, and safe from freezing in Winter. An absolutely reliable supply of 
water always available. 



The Pump 



The pump will be one of our "GEYSER" (Senior), double-acting piston, belt-driven power 
pumps. This is one of the most perfectly designed power pumps on the market at the 
present time. This pump is guaranteed to pump against any head of water up to 7 5 lbs. 
pressure per square inch, which is equal to a water head of 17 5 ft. elevation. It is an 
ideal shallow well pump for pumping water from lakes, rivers, shallow wells or springs. 

There is not a better pump manufactured. Furnishes a constantly flowing stream, of large 
capacity. A few minutes' pumping will supply all the water required for the ordinary 
household during one entire day. 

Pump is equipped with our special air cylinder attachment, by means of which a correct 
proportion of air is pumped into the pneumatic storage tank, along with the water, to 
make up for the loss of air which occurs in the tank by absorption. Pump is very strong 
and substantially built, and Is back geared 5 to I. Equipped with tight and loose pulleys, 
15 in. in diameter by 2'/ 2 face. Pump has large cast iron air chamber, mounted on 
top, as shown in illustration, and is connected to body of pump with bolted flange con- 
nection, as shown. Pump is equipped with large rubber disc valves on bronze grid 
seats, held in place by strong coil springs. 

The cylinder is brass lined, and provided with large suction valves just below the 
cylinder bore. The pump is very carefully designed so that all parts are easily accessible. 
It is of very heavy construction throughout, and there is nothing about it to get out of 
order or give trouble. 

Pump may be connected directly to driving pulley of engine, as shown in illustration. 
Weight of pump, crated for shipment, 280 lbs. Size of cylinder bore, 3 In. with 5 In. stroke. 
Capacity, 12 gallons per minute, against pressure head of 7 5 lbs. per square inch. Each 
pump fully tested and guaranteed in perfect working order before shipment. 



The Fittings 



We will include with this pneumatic water supply system all necessary valves, gauge*, 

etc., such as water gauge with gauge glass; gauge cocks and guard rods, etc. ; pressure 
gauge; drain cock; one I V* sate valve and one I '/ 4 in. check valve, as shown. We 
will also include not to exceed 16 ft. of double-ply stitched canvas belt, for transmitting 
power from engine to pump. We will not furnish any of the piping, or pipe fittings re- 
quired to make connections. The amount of these fittings and this piping required will 
vary in different installations, and we have, therefore, omitted it. 

WTien you send your order, let us know where the pump and engine will be located, how 
far away the tank will be placed, and how far it will be from the pump to your well or 
cistern where the supply of water is obtained. With a sketch or diagram giving us this 
information we will have our engineers ma^te whatever additions that are necessary to 
your order, including the proper amount of piping, pipe fittings, etc., and this will be 
added to your order at our net Catalogue prices. Full diagram, plans and instructions, 
covering the entire installation of this system, are furnished with every outfit. 



Cat. No. 


H. P. ' 

Engine 


Bore 


Stroke 


Speed 
R. P. M. 


Capacity 
pump 
gals, per 
minute 


Size 
suction 


Size dis- 
charge 


Size tank 


Actual 

capacity 

gals. 


Working 
capacity 


Weight 
tank 


Price, outfit 
complete 


;tCF8205 

I&GFSiiOO 

3CF&207 


2 
2 
2 


4Vs 
4V 8 
4Vs 


5 
5 
5 


500 
5 00 
500 


1 12 
12 

1 12 


1% 

i m 




30x10 
3 6x1 O 
3 6x12 


3 6 5 
525 
6 30 


275 
375 
5 00 


870 
10 5 0 
1 2 00 


$1 40.OO 
IS8.00 
164.O0 



NOTE— Tank is shipped from factory in Southern Illinois. Engine is shinned from Kansas City Warehouse. Pump is shipped from Northern Illinois, 
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WINDMILL DRIVEN 



With 30-Foot Tower, 8-Foot OUfeffeQA 
Wheel, Pump, Tank and ^Um** 11 



All Trimmings 





The Ideal Water Supply System for 
country homes. Windmill keeps tank 
constantly supplied with water. After 
outfit is once installed and properly con- 
nected up it requires practically no at- 
tention. Water may be drawn at pump spout, 
if desired, by simply opening three-way valve 
shown in illustration. This allows the water 
to come straight up to the pump spout, instead of 
going through the underground pipe to the tank. 
When it is desired to pump the water to the tank tMs 
three-way valve is closed and the water goes through 
the underground pipe into the pneumatic air pressure 
tank, which may be located in basement of building or 
any convenient place, any distance away. All the 
disadvantages of the elevated tank are overcome. The 
water is nice and cool, and refreshing in Summer, and 
in Winter time there is no possible chance for it to 
freeze up. 

Tank may be buried in ground with front end pro- 
jecting through foundation wall of cellar, or it may 
be placed in basement, mounted on cement piers, as 
preferred. Burying the tank in the ground has the 
advantage of keeping the water very cool 
in the Summer time; in fact, it will be 
just as cool as 'if it came fresh from the 
well. 

This is one of the most practical and 
serviceable Water Supply Systems for 
the country home that was ever placed 
on the market. We absolutely guarantee it to give satisfaction. 

This outfit may be used for deep or shallow wells. It can be fitted for the narrowest 
tubular wells, as well as open wells. For real deep wells we recommend either of the 
last two outfits listed below, with 4 0 ft. tower and 1 o ft. windmill wheel. For wells 
from 3 0 to 4 0 ft. deep, our smaller size outfit, with 3 0 ft. tower and 8 ft. wheel, will 



Windmill and Tower 

The windmill furnished with this outfit is our "Improved Clipper" Galvanized Steel Windmill, fully illus- 
trated and described on Page 59 of this book. This windmill is without a doubt one of the finest and 
most substantially made mills ever placed on the market. It is of heavy construction, heavily galvanized, 
strong and substantially built, and equipped with the very latest improved driving mechanism. It lias an 
automatic wind governor, which automatically regulates the position of the wheel in the wind, according 
to the power required, so that the wheel is thrown full in the face of the light winds. In heavy winds, 
which would cause the wheel to obtain too high a velocity, the wheel is thrown at an angle, so that just 
the proper velocity is always maintained. 

Governor is adjustable, so that you can readily set it to get the best results from the prevailing winds in 
your section of the country. Eiffectual brake mechanism operated through the governor spring, automatically 
holds the wheel, when locked, out of the wind. 

The tower furnished with each mill is one of our regular "Clipper" towers, one of the strongest and \ 
most substantial towers manufactured. A full description, with illustration showing construction of tower, 
will be found on Page 5 9 of this book. All parts of tower and wheel are heavily galvanized throughout. 

Outfit is furnished with necessary wood pump pole for connecting mill to pump. We absolutely guarantee 
this mill and tower to stand up in any storm that does not damage surrounding buildings, trees or wind- 
mills. This guarantee is in force for one year from date of purchase. 



The Pump 



The pump will be one of our three-way, anti-freezing, deep well force pumps, for windmill attachment. 

It is fitted with three-way distributing valve, so that water may be drawn from spout of pump or directed 
through underground pipe to pneumatic storage tank, any distance away. One of the strongest and most 
substantially built pumps on the market. 



The Tank 




The tank included In this equipment is one of our "LAKESIDE" Pneumatic Water Storage Tanks, same as used on all our regular "Lakeside" 
water supply systems. Tanks are strongly built, with double riveted horizontal seams, tested to 125 lbs. air pressure, and guaranteed absolute 
ly air tight and perfect before leaving the factory. Tanks are guaranteed for a working pressure of 7 5 lbs. 

The outfit is furnished complete, with necessary trimmings for tank, such as water gauge, pressure gauge, drain cock, gate valve, and 
check valve, and also water relief valve to prevent any possibility of excess pressure being developed in the tank. The amount of piping and 
fittings required will vary in different installations. We have not included any pipe or fittings in this equipment, neither have we included 
the necessary pipe or pump rod to extend cylinder into well. The amount of this required will depend upon depth of well. 

We will, however, include one pump cylinder, size 2% x 12 in., with brass lining, and the necessary valves and connections for air intake 
attachment, so that the proper proportion of air will be pumped with water into tank. 



Cat. No. 


Size 
of 
wheel 
ft. 


Weight 
of wheel 
lbs. 


Height 
of tower 
ft. 


Weight 
of tower 
lbs. 


Weight 
of tank 
lbs. 


Weight 

of 
fittings 

lbs. 


Diameter 
of tank 
in. 


Length 
tank ft. 


Total 
capacity 
gals. 


Working 
capacity 
gals. 


Price 
outfit 
complete as 
described 


3CF8210 
SCF8211 
3CFS212 


8 
10 
10 


380 
47 0 
4 7 0 


30 
40 
40 


535 
700 
700 


700 
870 
1050 


50 
50 
50 


3 0 
30 
36 


8 
10 
10 


29 5 
365 
525 


1 7 5 

250 
37 5 


g 98.90 
11S.OO 
123.90 



from Kansas City. 



Windmill and Tower from Southern Wisconsin. Pump Cylinder and Water Relief Valve 




Full Plans 
and 
Instructions 
lor 
Installing 
and Operating 
Furnished 
with Every 
Outfit 
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STEEL PNEUMATIC TANKS gjUg 

OUR TANKS ARE GUARANTEED — EVERY TANK CAREFULLY TESTED 



Our Steel Pneumatic Tanks, listed below, are absolutely guaranteed for a working pressure 
of 75 lbs. These tanks are constructed of the vesy best quality rolled sheet steel, which has 
a tensile strength of 60,0 00 lbs. to the square inch. The tanks are very carefully made, 
and are guaranteed full weight, according to specifications given below. Horizontal seams 
are double riveted. Every tank Is subjected to an air pressure test of 125 lbs. before leaving 
the factory. Our tanks are guaranteed air tight and perfect in every way. 

We can furnish these tanks with tappings, arranged for the tank to stand vertically or lie 
horizontally. In ordering be sure to state which style tappings are wanted. When tank stands 



vertically, water gauge tappings are placed on side. On the horizontal tanks, the water gauge 
tappings are in the concave head. 

These tanks can also be used for gasoline or oil storage, etc. Considering the very nign 
quality of workmanship and material used in their manufacture, we know that the very low 
prices at which we are offering these tanks cannot be duplicated elsewhere in the country. 
We have these tanks all in stock at our factory in Central Illinois, ready for prompt shipment. 
We can furnish any of the different sizes listed below on short order. 



SPECIFICATIONS— PLAIN 



Cat. No. 


Diameter 


Length 


Thickness 


Weights 


Capacity 

in 
Gallons 


Working 
Capacity 
in Gallons 


Price for 
Black 


in inches 


in Feet 


Shell 


I Heads 


Tank Only 


3CF822U 


24 


5 




-16 


5 


-16 


425 


120 


1 80 


$ 23 J)5 


3CF8221 


2 4 


6 


3 


■16 


5 


16 


445 


145 


100 


24.G5 


3CF8223 


I 24 






16 




16 


510 


170 


120 


27.72 


3CF8224 


24 


I 


3 


■16 


B 


16 


560 


195 


130 


28.05 


3CF8225 


24 


10 


3 


■16 


5 


-16 


675 


245 


165 


| 2JL75 


3CF822U 


30 


5 


3 


16 


5 


16 


49 5 


180 


120 


28.18 


3CF8227 


30 


6 


3 


16 


5- 


16 


560 


220 


150 


31.4 5 


3CF8228 


80 


7 


3 


16 


5- 


16 


625 


255 


170 


33. OO 


2GF822J> 


30 


8 


3 


-16 


5 


-16 


700 


2 9 5 


160 


37:55 


3CF8230 


30 


10 


3 


16 




16 


870 


365 


245 


43.35 


3CF8231 


30 


12 


3 


-16 


fi 


16 


000 


440 


29 5 


48.00 


3CF82i{2 


3 6 


5 




16 


5- 


16 


675 


26 5 


1 80 


37.40 


ttCF8233 
3CF8234 


3 6 


6 


3 


16 


5 


1 6 


750 


315 


210 


30.1O 


36 


7 


3 


16 


5 


16 


825 


365 


245 


44.88 


3CF8235 


36 


8 


3- 


16 


r>- 


1 6 


0 00 


420 


280 


4700 


3CF8230 
3CF8237 


36 


10 


3- 


16 


r>- 


16 


1050 


525 


3 50 


55. 66 


3 6 


12 


3 


16 


5- 


16 


1200 


630 


420 


50.05 
05. 12 


3CF8238 


36 


14 


3 


1 6 


5 


16 


14 00 


735 


350 J 


3CF8280 


42 


8 


1 


4 


3 


8 


14 50 


575 


385 


57.40 


3CF8240 


42 


10 


1 - 


4 


3 


8 


1650 


720 


480 


0375 


3GF8241 


42 


1 2 


1 


4 


3- 


8 


1900 | 


865 I 


580 / 


83.32 


3CF8212 


42 


14 


1 - 


4 


i- 


8 


2200 


1000 


670 


0315 
100.30 


3CF8243 


42 


16 


1- 


4 


|- 


8 


2400 


11 50 


770 


3CFH244 


48 


12 


1- 


4 


3 


8 


2320 
2 610 


1130 


755 


100.25 


.'{CF8245 


48 


14 


1- 


4 


3 


8 


1300 


810 


117.45 


3CF8240 


48 


1 6 


1- 


4 


I- 


S 


2000 


1500 


1000 


136.00 


3CF8247 


48 


1 8 


1 - 


4 


1- 


8 


3600 


1700 


1140 


140.20 


3CF8248 


48 


20 


1 - 


4 


3 


8 


3950 


1880 


1255 


167.00 




-1 8 


24 


1- 


4 


■A 


8 


4 6 50 


2260 


15 10 1 


185.75 



SPECIFICATIONS-GALVANIZED 



Cat. No. 


Diameter 


Length 


Thickness 


Weights 


Capacity 
in 


Working 
Capacity 


in Inches 


in Feet 


Shell 


Heads 


Gallons 


in Gallon 


3CF8275 


24 


5 


3 


16 


5 


16 


425 


1 20 


80 


3CF8270 
3CF8277 


24 


6 


3- 


16 


B 


16 


445 


145 


100 


24 


7 


3 


16 


5 


16 


51 0 


170 


120 


3CF8278 


24 


8 


3 


1 6 


5 


16 


5 60 


195 


130 


3CF8270 


24 


1 10 

5 


3 


-16 


I 


-16 


I 675 


| 245 


I 165 


3CF8280 


30 


3 


16 




1 6 


495 


180 


120 


3CF8281 


30 


6 


3- 


16 


r> 


16 


5 60 


220 


150 


3CF8282 


30 


7 


3 


1 6 


5 


16 


6 25 


25 5 
21)5 


170 


3CF8283 


3 0 


8 


3 


16 


5 


16 


700 


160 


3CF8284 


30 


10 


3 


16 


5 


16 


870 


365 


2 45 


3CF8285 


30 


12 


3 


1 6 


5 


16 


900 


440 


295 


3CF828G 


36 


5 


3 


16 


K 


16 


675 


265 


180 


3CF8287 


36 


6 


3 


1 6 


| 


16 


75 0 


315 


210 


3CF8288 


36 


7 


3 


16 




16 


825 


365 


245 


3CF8280 


3 6 


8 


3- 


1 6 


5- 


16 


900 


420 


280 


3CF820O 


36 


10 


3 


16 


5- 


16 


1050 


5 25 


350 


3CF8201 


3 6 


12 


3 


1 6 


g 


16 


1200 


630 


420 


3CF8202 


36 


14 


3 


16 


5 


16 


1400 


735 


350 


3CF8203 


42 


8 


1 


4 


3 


8 


14 50 


57 5 


385 


3CF8204 


42 


10 


1 


4 


3 


•8 


16 50 


720 


480 


3CF8205 


42 


12 


1 


4 


3 


8 


1900 


865 


5 80 


3CF820G 


42 


14 


1 


4 


3- 


8 


2200 


1000 


670 


3CF8207 


42 


16 


1 


4 


3 


■8 


2400 


1150 


770 


3CF8208 


48 


12 


1 


4 


3 


8 


2320 


1130 


755 . 


3CF8299 


48 


14 


1 


4 


3 


8 


2610 


13 00 


810 


48 


16 


1 


4 


3- 


8 


2900 


1500 


1000 




48 


1 8 


1 


4 


3 


8 


3600 


1700 


1140 




48 


20 


1- 


4 


3 


8 


3950 


1880 


1255 




48 


24 


1 


4 


3 


8 


4 6 50 


2260 


1510 



Price for 
Galvanized 
Tank Only 



9 35.20 

30.70 
40.32 
43.00 
48.50 
4200 
4550 
48.00 
57.50 
03.00 
75.50 
50.40 
60.50 
05.28 
73.50 
80.50 
92.SO 
100. *o 
80.50 
09.50 
128. MO 
143.50 
154.R0 
104.50 
181.50 
1 00.50 
232. 50 
2OO.50 

2so.no 



NOTE 



These Tanks are shipped direct from our factory in Central 
furnish these Tanks with manholes in heads at $10 



Illinois. We can 
.00 extra 



TANK TRIMMINGS 



Pressure Gauges 

3C55554— Pressure gauges for water sup- 
ply systems. These gauges are for registering 
pressure up to 10O lbs. Japanned iron case 
with brass rim and glass. Single spring type 
carefully tested and guaranteed accurate. For 
Vt -inch iron pipe connection. 

Weight, 2 lbs. Each 

Weight. 3 lbs. Each 1.35 

Weight, 4 lbs. Each 1.40 




Water Gauges 

3C55563— With 
Solid Brass Gauge 
Cocks, highly pol- 
ished, as illus- 
trated. For use in 
connection with our 
pneumatic water 
supply systems. Can 
also be used on 
high or low pres- 
j sure steam boilers, 
or any place where 
I a water gauge is 
used. Gauge cocks 
are for % in. iron 
pipe thread. Glass, %xl2 in. 
Weight, complete, 2Yl lbs. £j 



Double Acting 
Piston Pumps 

For 75 Lbs. Pressure 
or 175 Feet 
Elevation 




Gauge Cocks 

3C55557 

Brass Gauge 
Cock, as illus- 
/^k^trated. For V4- 
<H^§rPllin. iron pipe 
UA^UJ connection. jj^ 

Gauge Glass 

3C55571 
Scotch Glass Tubes. For 

water gauges % in. out- 
side diameter. 
Length. 12 inches. 

Each 8c 

Per doz 40c 

Length, 14 inches. 

Each 8c 

Per doz 57c 

Length. 15 inches. 

Each Oc 

Per doz Olc 

In ordering, be sure to 
state size wanted. 




Double Cylinder Hand 
Air Force Pump 

8" 



For pumping air into Water $ 
Supply Systems, 
Automobile Tires, etc. 




3CP55045— Double Acting Hand Air Force Pump, 
like illustration. One of the most efficient hand air 
force pumps ever placed on the market. This pump 
throws a large, continuous volume of air, and 
will develop a pressure up to 100 lbs. Strongly 
built, finely finished, and well made in every way. 
The workmanship on this pump is practically 
perfect. Cylinders are made of heavy, solid brass 
seamless tubing, with brass caps mounted on 
trunnions on cast iron base, as shown. Cylinders 
oscillate with lever handle, and are cross con- 
nected with flexible rubber tube, so that they 
both discharge into a common outlet. Pumps 
air on every stroke, both forward and back- 
ward. Makes an ideal pump for testing pur- 
and for use in connection with pneu- 
water supply systems. As an auto- 
tire pump. It is unsurpassed. If used 
as a tire pump it will be necessary 
to order hose extra. (See note below.) 
Absolutely guaranteed to give satis- 
faction. Fitted for Y* in. iron pipe 
connection. Weight, 4 0 lbs. ^fj 



poses, 
matic 
mobile 



Each 

NOTE — Above pump can be 



fur- 



nished with flexible extension hose, 

with thumb screw thread for attach- 
ment to tire valve, for pumping up 
automobile, tires at 75c extra. 



Water Relief Valve 

3C55548— Solid Bronze Water Relief Valve. 

as illustrated. With hand wheel attachment, 
for regulating the pressure at which the valve 
automatically discharges water. This valve is 
used in connection with power pumps, wind- 
mill driven pumps, etc., or on water supply 
systems where water is discharged in tank 
against pressure. A valve of this kind is 
absolutely essential on any power driven out- 
fit. Prevents excess pressure being developed 
in tank. Set at factory to blow off at 100 
lbs. Can be adjusted by turning wheel for 
other pressures. _ 

Pipe size. % in. Weight, l^lbs. Each $2.47 

Pipe size. 1 in. Weight, 2 % lbs. Each 3.05 

Pipe size, 1*4 in. Weight, 4 lbs. Each 380 

Pipe size, l%in. Weight, 4% lbs. Each 4.55 

Pipe size, 2 in. Weight, 8 lbs. Each 6.8O 




Geyser Senior Power Pumps 

The Geyser Senior makes an ideal outfit for pumping of almost any kind 
up to 7 5 lbs. pressure per square inch, or elevating water 1 1 5 tt. " can 
be used for general water supply, including tank pumping for torma, OWintry 
estates, railroad water station, irrigation, etc. It can also be used for pumping 
light oils, such as kerosene, and for spraying trees. . nm 

It furnishes a ready method of pumping water from lakes rivers, springs 
or wells to elevated tanks, and furnishes a constant and abundant supply for 
the house and barn. _ . , •_ 

The two smaller sizes, 3x5 and 4x5, can be equipped with special a r 
cylinder, for use with pneumatic water supply system. The design of this 
pump is such that you can get at every part of it without taking down the 
piping. It is equipped with large rubber disc valves on ground bronze seat, with 
cylindrically wound springs. . . . . . . . . m 

The cylinder is brass lined and provided with large suction valves just below 
the bore of the cylinder. > , . 

GEARING is all machine cut. Pump is geared 5 to 1 in all sizes. 

Dimensions, speed, capacity, prices, Geyser Senior Power Pump are given 



Cat. No. 


Pistons 


Capa- 
city 
per 
Min. 
Gal. 


Size Pipe 


Tight 
and 
Loose 
Pulleys 
Inches 


Weight 
Lbs. 


Price 
F. O. B. 

Factory 
Illinois 


Diam. 


Stroke 


Suction 
Inches 


Disch. 
Inch's 


3EF50222 
3EF50224 
3EF50220 
3EF50228 


3 
4 

5 
6 


5 
5 
5 
6 


12 

21 
3 3 
5 7 


Hi 
2 

2% 
3 


Hi 
2 

2% 
3 


15x2% 
1 5x3 
16x4 
20x4 


280 
325 
500 
64 5 


$34.75 
43.0O 
56.75 
00.85 



PRICES OF AIR CYLINDER FOR EITHER 3x5 OR 4x5- 1 HON PUMP 
J?EF5022*> — Special Air Cylinder Attachment complete, including pipe connec- 
tions. Shipping weight, 30 lbs. Extra $10.7*5 



$17.50 Geyser Junior 
Power Pumps 




For Use Wherever a Reliable 
Pump is Needed 

GEYSER JUNIOR POWER PUMP. DOUBLE SUC- 
TION; DOUBLE DISCHARGE. Especially adapted to 
elevating water into storage tanks, supplying water to 
residences, pumping oil. and all general pumping re- 
quirements. 

When driven by a 1-H. P. Dairy Maid Gasoline 
Engine, makes a complete pumping plant, an excellent 
fire protection, as well as furnishing a sufficient quan- 
tity of water for light irrigation. 

Mounted on heavy cast iron base. 

The shafts are \ x k in. in diameter. All bearings 
are babbitted. The forked Pitman is malleable iron. 
Piston rod is brass -covered. Pump is brass lined, has 
brass valve seats, and valve is rubber faced. Drain 
cocks to prevent freezing. 

Fitted with %% in. suction and IY4. in. discharge, 
on both sides. 

3EF50231 — Pump, geared, 3 to 1, tight and loose 
pulleys 14 in. in diameter; 2% in. face; cylinder, 
3x5 in. Shipping weight, about 200 lbs. Capacity. 
1,000 gallons per hour. 

Price at factory. Eastern Illinois $17.50 

3EF50235 — Pump, geared, 6 to 1, tight and loose 
pulleys 18 in. in diameter; 2Y» in. face. Shipping wl., 
210 lbs. Otherwise same as above. Price at factory 
Eastern Illinois 921 .OO 
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STEAM^HOT WATER 



HEATING 
PLANTS 



The Best STEAM and HOT WATER 
HEATING PLANTS in the Country 
At Wonderfully Low Prices 

We are In position to offer you a modern steam or hot water heating plant for your 
home, that will prove a most lasting comfort. Our Improved Giant Windsor Home Heat- 
ing Boiler, illustrated below, is positively one of the best and most efficient home 
heating boilers ever placed on the market. 

Why continue to put up with the endless annoyances of stove heat, with smoke, dust 
and gas continually floating through the atmosphere of your home, when for such a 
small investment you can purchase all the material required to install one of our 
modern heating systems? The labor of house cleaning will be cut in half. Your wall 
paper, curtains and furniture can more easily be kept clean and free from dust and 
dirt, and you will always have a nice, even temperature in every corner of every room 
in your home during the coldest Winter weather. 

If you could once realize the great benefits derived from one of these modern systems, 
you would not be without one of our heating plants for another single Winter. 

WE FURNISH PLANS AND INSTRUCTIONS 
FOR INSTALLING 

Our modern heating systems are sold on practically the same conditions as all of 
our plumbing material. We sell you the material at a price which is very little above 
the actual cost of manufacture. We have a competent force of skilled heating engineers, 
whose entire time is devoted to the preparation of plans and instructions, etc., for 
our customers, showing them how to properly install their heating systems. 

We furnish a complete set of these plans and instructions with every heating plant 
we sell, and if these plans and instructions are followed in the installation, we absolutely 
guarantee the heating plant to properly heat the building under all conditions of weather 
so that you take no chances whatever. 

WE LOAN YOU THE TOOLS 

If you have not the necessary tools for doing the work, we will gladly loan them to you, 

deducting only a small charge of 10% to cover the expense of handling. Everything 
about this work is clearly and simply explained in our plans and diagrams. Any 
ordinary mechanic can easily install one of these systems even without any previous 
experience whatever, if our plans and instructions are carefully followed. Anyone who can 
cut and thread Iron pipe and screw it together can do this work. 

WRITE FOR OUR ESTIMATE 

Fill out one of our information blanks carefully. Give us all the details, answer 
all questions carefully, give us a diagram of each floor of your building, showing 
location of windows, doors, etc., as requested on our blank. Our engineers will prepare 
an estimate for you on one of our modern heating systems that we will guarantee to 
heat your building, and one that we will guarantee to give you satisfaction in every 
respect. Our very low estimate, with full specifications of the heating plant we propose 
to furnish, will be sent to you by return mail. Our prices mean a big saving to you. Do 
not place your order until you get our figures. 




I. ■ ■ = ..l.ni l , 




ATLAS WINDSOR" 



WARM AIR 
FURNACES 



Our Atlas Windsor Warm Air Furnace Is one of th© best home heating 
furnaces in the country. A highly efficient heater, a furnace that you 
can depend upon to heat every room in your house in which a register 
is placed, and to come up to its full rated capacity during the coldest 
weather that you will ever experience. 

If you are thinking of installing a modern warm air heating system, 
be sure to get our estimate. We are in position to furnish you with all 
the necessary material required to completely install the entire plant, 
including registers, register boxes, and all pipes and connections. We 
furnish full plans and instructions for installing with every outfit. Any 
ordinary mechanic can easily install one of our warm air heating plants 
without the least trouble. 

Every heating plant we sell is guaranteed to give you satisfaction or you 
can return it at our expense and we will refund your money in full, together 
with all freight charges you have paid. 



Write Today for Our 

SPECIAL HEATING CATALOGUE 
"Modern Home Heating" 

Our Special Heating Catalogue, "Modern Home Heating," tells all 
about our great heating proposition. Fully illustrates and describes our 
complete line of heating boilers, warm air furnaces, pipe valves, fittings, 
etc. Shows you how you can install your own heating system at a saving 
of 30 to 50 per cent over your local dealer's price. 

This book contains much valuable information on every phase of the 
home heating question. Write today for a free copy of this very interest- 
ing book. We are anxious to send you a copy whether you wish to order 
or not. Postpaid, to any address. 
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THE BATH ROOM OUTFIT 

This is our regular "Colonial" Bath Room Outfit (3CP56305). For 
full illustration and detailed description of this outfit, see Page 9 of 
this book. Brief specifications of the fixtures are given below. 

THE BATH TUB 

Is a heavy cast iron, white enameled (guaranteed) tub. Length, 
5 ft. Full set nickel plated trimmings. Fitted for iron pipe con- 
nection. 

THE LAVATORY 

Is a beautiful, artistically designed fixture. Deep apron, with high 
back. All nickel plated trimmings to the floor. Fitted for iron pipe 
connection. 

THE CLOSET 

Is a high grade, low tank, syphon wash-down closet combination, 
with oak tank and seat, nickel plated trimmings, fitted for iron pipe 
connection. 

THE KITCHEN SINK 

The kitchen sink is our 3CP56646, fully described and illustrated 
on Page 24 of this book. This sink is cast in one solid piece, with 
high back, and is equipped with detachable reversible enameled drain 
board. It is of heavy construction, with roll rim, genuine white 
porcelain enameled. Drain board is also white enameled to match 
sin£. 

It is one of the most sanitary kitchen sinks on the market. No 
seams to catch the dirt or rough places to injure the hands. Easy 
to clean and keep clean. Fitted complete, with trap to wall. Fuller 
flanged faucets and concealed wall hangers. All connections for Iron 
Pipe. 

RANGE BOILER 

We furnish a 30 -gallon galvanized range boiler, as shown, and by making connection 
to the cast iron water front in your stove, you can keep a constant supply of hot water in 
this tank at all times, as long as there is any fire going in the stove. 

The kitchen stove shown in Illustration, and water front for same, are not Included In 
this offer, as this Is strictly a Numbing proposal. 

The range boiler will be a 3 0 -gallon galvanized range boiler, standard weight, furnished 
complete with stand, tube and couplings for iron pipe connection (our 3C56823) described 
and illustrated on Page 27 of this book. 

PIPE AND FITTINGS 

In addition to the above complete plumbing fixtures, we will furnish all necessary 4 
inch standard cast iron soil pipe, soil pipe fittings, lead traps, connections, etc.. lead 
bend for closet connection, calking lead, oakum, shut-off rod for water supply pipe where 
it enters building, in fact everything required to completely install this plumbing sys- 
tem, as shown in illustration on this page, from the ground line to the roof of the 
building in a first-class sanitary manner, according to plans and instructions which 
we will furnish. We will not follow any special city ordinances, but will furnish a good 
sanitary system of plumbing, a system that we will fully guarantee to give satisfaction. 

PLANS AND INSTRUCTIONS 

This proposal also includes full set of detailed plans and instructions, showing just how 
all this material should be properly installed. All connections are for iron pipe. Any man 
handy with tools can easily install this plumbing system in anv building by following 
our simple plans and instructions. We will also loan you the necessary tools for install- 
ing, as per our loan offer on Page 4 8 of this bodk. 



NOTE 

If your building is two stories high, and the bath room is located directly over 
the kitchen, so that closet outfit and kitchen sink may be connected into soil pipe 
stack, as shown in this illustration, and provided you already have connection to city 
water or a water supply system of some kind, then thisi proposal will fill your bill 
Any slight difference in location of the fixtures will not alter the amount of piping 
required to any great extent. 

You can order right from this page. Send us remittance, and diagram showing 
how you want fixtures placed. OTder by catalogue number given below. We will 
prepare special plans to suit your particular requirements, and will ship the complete 
material accordingly. In case we find that this proposal is not adapted to your case 
we will prepare a special estimate for you. and our special quotation will be sent by 
return mail. In most cases under the conditions fliven above, this proposal completely 

fills the requirements. 



Order by this No. 3CF56091 
Complete Plumbing System No. 1 .... . tPOO^DU 




Includes Everything 

Required to Complete 
the Installation of these 

Plumbing Fixtures 



OR CESS POOL 



From the Ground Line Up 
As Illustrated 

with Full Plans 
and Instructions 
For Installing 
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COMPLETE PLUMBING QUIRK 




COMPLETE 
SYSTEM 



THE BATH ROOM OUTFIT 

Included in this offer is our "Colonial" Bath Room Outfit (3C56305), 

as illustrated and described on Page 9 of this book. This is one of 
our most popular bath room combinations of beautiful appearance, 
elegant design and a high grade outfit in every respect. Fixtures 
are all fitted for iron pipe connection. 

THE KITCHEN SINK 

The Kitchen Sink is our 3CP56646 one-piece, roll rim, cast iron, 
white porcelain enameled sink, with detachable reversible drain 
board, as shown in illustration (fully illustrated and described in 
detail on Page 24 of this book). A perfectly sanitary sink, easy to 
clean and keep clean. No sharp edges or corners to catch the dirt 
or injure the hands. 

Sink is fitted with Fuller Flange Faucets, and lead "P" trap to 
wall for iron pipe connection. 

THE RANGE BOILER 

We furnish a 30-gallon galvanized iron range boiler, standard 
weight, fitted complete with stand, tub, and couplings for iron pipe 
connection (our 3CP56723), described on Page 27 of this book. 
Stove or water front are not included in this proposal. 

ATTIC STORAGE TANK 

The attic storage tank included in this offer is our 2EF530O1, 
galvanized round storage tank, made of No. 20 United States Stan- 
dard gauge steel, heavily galvanized. Diameter of tank, 4 ft.; height, 
2 ft.; capacity, 6 barrels. Tank is strongly built and braced, and 
fully guaranteed. For illustration and further description see Page 
62 of this book. This tank is shipped from Factory in Northern Ind. 

THE PUMP 

The pump included in this proposal is our 3CP55933, double acting 
force pump, with air chamber and brass-lined cylinder, as shown in 
illustration. For detailed specifications of this pump see Page 56 
of this book. 

PIPE AND FITTINGS 

In addition to the above, we will furnish all necessary 4 in'ch soil 
pipe; soil pipe fittings; galvanized iron supply and waste pipe; gal- 
vanized iron pipe to connect pump with tank; a gate valve; check 
valve, etc.; all necessary lead traps and connections, etc. In fact, 
we will furnish everything required to completely install the fixtures 
described above, as shown in illustration, in a first-class sanitary 
manner, from ground line to roof, according to plans and instructions 
which we will furnish. We will include not to exceed 20 ft. of 1% 
inch galvanized iron pipe to connect pump with well or cistern. 

We will not follow any special city ordinances, but will provide a 
good sanitary system of plumbing, a system that we will fully guar- 
antee to give satisfaction. All connections will be for iron pipe. 
No soldering or wiping of joints on the job. Any ordinary mechanic 
can easily do the work. Our cast iron drainage fittings will be used 
throughout in the waste piping system. 



NOTE 

The equipment Included In this proposal is sufficient to cover the requirements of all 
ordinary jobs, where the bath room Is located directly above the kitchen, as shown in 
this illustration and where pump can be located in basement of building, with attic 
tank closely m line in the attic. If these fixtures are not too widely separated, requir- 
ing an extraordinary amount of piping, the material in this equipment will fulfill all 
your requirements. 

You can order right from this page. Order by Catalogue number given below Send 
us remittance, and diagram showing how you want to locate the fixtures. Any slight 
change in the general location of the fixtures will not alter the amount of material 
required Our engineers will prepare special plans to suit your particular case. The 
order will be filled accordingly. ■ the material shipped promptly, and a diagram and 
instructions will be mailed to you. If we find that your case is special, requiring more 
material than included in this Standard offer, our special estimate will be prepared 
and sent you by return mail. y p 



Order by this No. 3CF56092 
Complete Plumbing System, as described 



$106.75 
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COMPLETE PLUMBING OFFER N? 3 



SMQ50 BUYS THIS COMPLETE 

IHfc OUTFIT WITH OUR AIR 

PRESSURE WATER SUPPLY SYSTEM 



THE BATH ROOM OUTFIT 

Included in this offer is our "Colonial" Bath room Outfit 
(3C56305), as illustrated and described on Page 9 of this book. 

This is one of our most popular bath room combinations. It is of 
beautiful appearance, and elegant design. A high grade outfit in 
every respect. Fixtures are all fitted for iron pipe connection. 

THE KITCHEN SINK 

The Kitchen Sink is our 3CP56642, cast iron, white porcelain 
enameled, long back kitchen sink, with back and drain board all 
cast in one solid piece, as shown in illustration. One of the most 
sanitary kitchen sinks on the market. No seams or crevices to catch 
dirt and grease. Easily cleaned and kept clean. 

Sink is of heavy roll rim construction, genuine white porcelain 
enameled, with a smooth and even finish. No sharp or rough places 
to injure the hands. Size of sink, 20x30 in. Length of drain, board, 
24 in. Height of back, 12 in. 

Sink is fitted with concealed wall hangers, Fuller flanged faucets, 
heavy cast iron end bracket for drain board support, and trap to the 
wall, for iron pipe connection, as shown. For further description 
see Page 24. 

THE RANGE BOILER 

We furnish a 30-gallon galvanized iron range boiler, standard 
weight, fitted complete with stand, tube and couplings for iron pipe 
connection (our 3CP56723), described on Page 27 of this book. 
Stove or water front are not included in this proposal. 

THE WATER SUPPLY SYSTEM 

We include with this outfit one of our 2HF53900 "Lakeside" pneu- 
matic air pressure water supply systems. Size of tank, diameter, 24 
in. by 6 ft. high. Total capacity, 140 gallons. Working capacity, 
100 gallons. Outfit is furnished complete with tank, pump, valves, 
gauges, etc., as illustrated and described in detail on Page 34 of this 
book. 

PIPE AND FITTINGS 

In addition to the above, we will furnish all necessary cast iron 
soil pipe, soil pipe fittings, lead bends, traps, connections, etc., 
galvanized iron supply and waste pipe and fittings — in fact every- 
thing required to install this entire plumbing system with water 
works system, in building, from ground line to roof, as shown in 
illustration, and according to plans and instructions which we will 
furnish. We will include not to exceed 20 ft. 1% inch galvanized 
iron pipe to connect pump with well or cistern. 

We will not follow any special city ordinances but will furnish a 
good sanitary system of plumbing, a system that we will fully guar- 
antee to give satisfaction. All connections will be for iron pipe. Any 
ordinary mechanic can do the work. Our cast iron drainage fittings 
for the waste piping will be used throughout. 



NOTE: 



This proposal covers all requirements in any ordinary two-story dwelling where the 
fixtures will be located, about as shown. If the bath room in your building is directly 
over the kitchen, so that kitchen sink and closet outfit can be connected directly into 
soil pipe stack, then under ordinary conditions this proposal will fully cover your 
requirements. 

You can order right from this page. Order by catalogue number given below. Tou 

can enclose remittance and send us a diagram showing just how you want the fix- 
tures located. We will prepare a special plan to meet your requirements, and the 
order will be filled accordingly. Any slight difference in location of fixtures will not 
seriously change the total amount of material required. Any smaller changes required 
in the bill will be provided for by our engineers in making up your order. If we 
find that your case is special, requiring more material than included in this offer, 
our special estimate will be prepared and sent to you. 



3CF56093 Complete House Plumb- 
ing System, as illustrated and 
described 





This pump Is built 
for raising water only 
from wells that are 
25 ft. deep or less. If 

the water in your well 
is at a greater dis- 
tance than 2 5 ft. 
from the surface of the 
ground, it will be nec- 
essary to use a deep 
well pump. In this 
case, give us full par- 
ticulars and we will 
prepare a special pro- 
posal for you on an 
outfit that we will 
guarantee to \f u f f II 
your requirements. 
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COMPLETE PLUMBING 0FFERN?4 




BUYS THIS 

OUTFIT COMPLETE 



THE BATH ROOM OUTFIT 

Included in this offer is our 3C56305 "Colonial" Bath Room 
Outfit, as illustrated and described on Page 9 of this book. 
This is one of our most popular bath room combinations of 
beautiful appearance, elegant design. A high grade outfit in 
every respect. Fixtures are all fitted for iron pipe connection. 
No soldering or lead pipe required. 

THE KITCHEN SINK 

The Kitchen Sink is our 3CP56642, cast iron, white porcelain 
enameled, long back kitchen sink, with back and drain board all cast 
in one solid piece, as shown in illustration. One of the most sanitary 
kitchen sinks on the market. No seams or crevices to catch dirt 
and grease. Easily cleaned and kept clean. 

Sink is of heavy roll rim construction, genuine white porcelain 
enameled, with a smooth and even finish. No sharp or rough places 
to injure the hands. Size of sink, 20x30 in. Length of drain board, 
24 in. Height of back, 12 in. Sink is fitted complete, with two 
ornamental cast iron legs, heavy cast iron end bracket for drain 
board support, nickel plated Fuller flanged faucets, and \y 2 in. lead 
trap to wall fitted for iron pipe connection. For further description 
see Page 24. 

THE RANGE BOILER 

The Range Boiler is our 3CP56723, standard weight, 30-gallon gal- 
vanized iron, fitted complete with stand, tube and couplings for iron 
pipe conne'ction. For detailed description and specification of this 
boiler, see Page 27 of this book. (Stove or water front are not in- 
cluded in this offer.) 

LAUNDRY TUBS 

We will include in this proposal one Two-Part Stoneware Laundry 
Tub, with high back, Fuller flange faucets, and iy 2 in. lead trap for 
iron pipe connection, as shown in illustration. Tubs will be the 
same as our 3CF56710 Laundry Tubs, shown on Page 26 of this book. 

THE WATER SUPPLY SYSTEM 

We will include with this outfit one of our 2HF53900, Pneumatic 
Air Pressure Water Supply Systems. Size of tank, diameter, 24 in. 
by 6 ft. high. Total capacity, 140 gallons. Working capacity, 100 
gallons. Outfit is furnished complete with tank, pump, valves, 
gauges, etc., as illustrated and described in detail on Page 34 of this 
book. 

PIPE AND FITTINGS 

In addition to the above, we will furnish all necessary Standard 
cast iron soil pipe, soil pipe fittings, galvanized iron supply and 
waste pipe, lead traps and 'connections, etc., that will be required to 
completely install this entire plumbing system with fixtures, as 
specified above, in a first-class workmanlike manner, from ground 
line to roof of building, according to plans and instructions which 
we will furnish. All connections to be for iron pipe. We will include 
not to exceed 20 ft. of 1% inch galvanized iron pipe to connect pump 
with well or cistern. 

Any ordinary mechanic can easily do the work. Our cast iron spe- 
cial drainage fittings will be used throughout in the waste piping 
system. We will not follow any special city ordinances in planning 
the system, but will provide a good sanitary system of plumbing, 
a system that we will guarantee to give satisfaction. 



NOTE: 



The equipment included in this proposal is sufficient to cover the requirements of 
all ordinary jobs where the bath room is located directly above the kitchen, as shown 
in this illustration and where water supply system can be located in basement of 
building with plumbing fixtures closely in line, as shown. If these fixtures are not too 
widely separated, requiring an extraordinary amount of piping, the material in this 
equipment will fulfill all your requirements. 

You can order right from this page. Order by catalogue number given below. Send 
us remittance and diagram showing how you want to locate the fixtures. Any slight 
change in the general location of the fixtures will not alter the amount of material 
required. Our engineers will prepare special plans to suit your particular case. The 
order will be filled accordingly, the material will be shipped promptly, and the plans 
and instructions will be mailed to you. If we find that your case is special, requiring 
more material than included in this Standard offer, our special estimate will be pre- 
pared and sent you by return mail. 



3CF56094— Complete 
described 



Plumbing System as 



$154.90 
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STANDARD PIPE and WELL CASING 



STANDARD 
WROUGHT PIPE 




WROUGHT STEEL 
WELL CASING 



FOR STEAM. GAS AND WATER. Prices on pipe are entirely dependent upon market 
conditions, making it impossible to quote a fixed price in this catalogue. 

We allow our customers the benefit of all declines in market prices, whether asked for or not. 
and assure you that you will at all times have the benefit of the very lowest prices ruling at 
the time your order is received. 

The size of pipe is determined by Its inside diameter (not outside). 

The following prices are for pipe coupled and threaded in random lengths; that is, in 
pieces as they come from the mills, ranging between 16 and 2 0 ft. When ordering pipe cut 
to exact lengths, always make allowance for cutting and threading. Couplings are included 
only with pipe in random lengths. If cut to exact lengths couplings are extra. Please write 



Size inside 


3CP55600 


3CP55602 


For cutting 


Approximate 


diameter. 


Black 


Galvanized 


extra threads. 


weight per 


Inches 


per foot 


per foot 


per cut 


foot, lbs. 




2'/ 4 C 


in. not furnished) 


2c 


1/4 


2'/ 4 c 


3%c 
3%c 


2c 


2/5 




2'/ 4 C 

3c 

:v/*c 


2c 


1/2 




4c 


2c 


4/5 




4'/ 2 c 


2c 
3 c 


1 1/8 




4%c 


6'/ 2 c 


1 2/3 


k 


iih 


me 


3c 


2 1/4 






11c 


4c 


2 2/3 


2 


lO'Ac 
IGVic 


14c 


4c 


3 2/3 


2% 


21 V2Q 


5c 


5 4/5 . 


3 


20 '/ 2 c 


29c 


7c 


7 2/3 




25 Vte 


35'/2C 


lOc 


9 1/5 


4 


31c 


42c 


12 c 


10 9/10 



If pipe is ordered cut to exact lengths with ends threaded, we make an extra charge to) 
cover labar, as noted above. For instance, if you order 10 ft. of 1M, in. pipe cut and 
threaded there will be an extra charge of two cuts at 3c each. 

Please write us for latest prices on Pipe. Subject to market changes. 



3CF55604— Lap Welded Casing for Water Wells. Furnished with regular Standard coupling 
joints, in regular mill lengths averaging about 20 ft. each. Each length is threaded at both 
ends with standard casing thread, 1 4 threads to the inch. This steel casing is similar to 
standard wrought pipe, except that it is of lighter weight and in many cases serves the 
purpose for which it is used just as well as the regular standard pipe. Ordinary pipe fittings 
will not fit this well casing. 

Well casing is also often specified for line piping for irrigating purposes, oil pipe lines, 
etc., in fact, anywhere where a medium weight steel tubing will serve the purpose. Tested 
to 500 pounds. Under all ordinary service it will last many years. The prices quoted 
below are for casing furnished in random mill lengths, with threads and couplings, as 
described. Shipped direct from mill, Central Ohio. 



Nominal 
Inside 

Diameter 
Inches 



Nominal 
Outside 

Diameter 
Tnches 



Number of 
threads 
per Inch 
of screw 



Nominal 
weight 
per ft. 
lbs. 



No. 3CF55<>04 

Price 
per ft. 
at factory 



4 

4% 
5 

5 3/16 
5% 



4fc 
4% 
5 V* 
5% 
6 

0% 



14 
1 4 
14 
1 4 
1 4 
1 4 



0 1/5 

7 1/4 

8 1/2 
9 

10 1/2 
1 2 



2«c 
33c 
38c 
40c 
4«c 
52C 



NOTE — If casing is ordered cut to exact special lengths with ends threaded, we will make 
an extra charge of 25c per thread. 

Prices quoted above are subject to market changes. Shipped from factory. 



Overlook Our Great Heating Otter 

You can enjoy the great comforts of our 
modern heating systems at a small cost 

You will really be surprised at the very low quotation we can make you on one of these 
modern heating systems. If you will get one of our information blanks, and fill it out very 
carefully, giving us all the information asked for. and send this back to us, our engineers 
will figure up a complete heating system that we guarantee will heat your building. Our 
complete quotation, with specifications, will be sent you by return mail. 

Remember, our special Heating Catalogue, "Modern Home Heating," tells all about our 
great home heating proposition. It will be sent to you free, on request. Write today for a 
copy of this book. ; ' 



Montgomery Ward & Co., Chicago. 



East Jordan, Mich., Feb. 24, 1913. 



The heating plant we purchased of you early in the Winter is giving perfect satisfaction. 
During the last twelve hours the mercury has dropped here to 3 0 degrees below zero out- 
doors. We prepared the fire well at 2 P. M. Sunday, and banked it carefully at 6 P. M. 
During the last l Q hours the temperature in the rooms has not varied two degrees. You 
saved us one-third on our plant, and our installation looks far neater than local jobs done 
by plumbers in our town. We are proud of our plant, and are not afraid to have people 
inspect it. Thanking you for the thorough manner in which you handled our order, we 
are, very truly yours, 

ALBERT TROMBLY. 



How to Order Pipe Fittings 



1 in. 




All of our Standard iron fittings have clean cut threads, for stand- 
ard wrought pipe. 

Malleable fittings are used in plumbing work, gas fittings, and for 
air pipes. Cast iron fittings are always used for steam or hot water 
n eating for connections to coils in stoves, furnaces, etc. For waste 
piping and plumbing systems, and vacuum cleaning pipes, we recom- 
mend our special cast iron Drainage fittings listed separately on 
?age 4 7 of this book. 

Please Note— The size of pipe is determined by its inside diameter 
(not outside) and the size of a pipe fitting is determined by the size 
of pipe it will take. 
This applies to all iron and brass fittings, valves, cocks, faucets, etc. 
For instance: A %-inch elbow or valve will fit a wrought pipe measuring $4 -inch Inside 
diameter. The opening in the fitting or valve will be large enough to take the %-inch pipe 
(inside diameter) and the opening of this particular size fitting (%-inch) will measure 
approximately 15/16 inch. 

All wrought pipe is measured inside diameter and the size of a fitting Is determined by the 
size of pipe it will take. 

In ordering reducing tees, the largest end opening is always marked first, then the smaller 
end opening, and the side opening last. For example, see the illustration of reducing tee 
at the left. This tee is written up as follows: 2x1 '/ 2 xl in. If reducing tees are ordered in 
this way there will be no chance of any mistake. 





YOUR OPPORTUNITY to get a first quality, durable, very effective Lightning Rod Outfit at one-half the price charged by local agents. Easily and quickly attached by anyone with a 
hammer and screw driver, or by a carpenter, if desired. Complete and clear printed Direction Sheet furnished with each outfit, enabling anyone to put it on without trouble. ACT 
NOW!!! BEFORE YOUR PREMISES ARE VISITED BY LIGHTNING. An ounce of prevention is worth a pound of cure. 



PEERLESS 1 



WHY YOU SHOULD BUY OUR 
LIGHTNING ROD 

In response to numerous inquiries for a strictly dependable system for lightning protection, 
we have brought out our "Peerless" Lightning Rod System. We guarantee that it is unsur- 
passed in effectiveness and durability. We know this, because we have carefully studied the 
subject of lightning protection for a long time, and have embodied in our system the sug- 
gestions of the world's leading experts. 

Caution : Should it be possible for any dealer to make you a lower price than ours, you 
should make certain that the cheaper outfit is not a'n impure, inferior affair, which will 
become corroded and ineffective — even dangerous — in a few years. (Our rods usually last 
longer than the building.) 

Effective protection is what all rural dwellers must have. As such, our "Peerless" system 
cannot be surpassed. If our system is installed on your buildings, you need feel no uneasiness 
during any electrical storm. Our Lightning Rod Outfits reduce your Fire Insurance Premiums, 
safeguard the lives of your family and protect your property. 



DIRECTIONS FOR FIGURING THE REQUIRE- 
MENTS OF A BUILDING 

To figure the number of Uprights, or Tops, required: Uprights should be placed on the 
highest points of building, beside all chimneys (unless they are below the ridges), and reach- 
ing above them, and on top of all cupolas, gables, etc. Uprights must not be over 20 feet 
apart, and there should be at least three on every building. 

To Measure the Length of Cable Required: Run a stout cord (tacking it with a staple 
every few feet, which will serve as a guide when cable is to be attached) up one corner of 
the building to the roof, then up to the ridge and along all ridges and up to all points 
where "tops" are to be placed (branching out if neoe-isary). Then branch to everything of 
metal on or near the roof, gutters, cornices, etc., and then down on opposite end of building. 
Pull out string and measure, adding enough to make all bends rounding (not sharp), and 
adding lO feet extra for each "ground connection" (where cable goes lO feet deep into the 
ground). If building is larger than ordinary, figure on 3. or even 4 ground connections. 

Shipped from factory, Eastern Illinois. 

FULL INSTRUCTIONS WITH EACH OUTFIT 




This House, fitted with Ward's Peerless Lightning Rods, 

has the best kind of protection. This equipment requires: 
175 ft. of cable, at 8V&c; one branch connector at 9c; three 
plain uprights, at 9 8c; one upright with arrow vane, at 
$1.45. (Two ground connections.) Requires four hours 
to attach. Total cost, $19.36. 

Usual price of agents, $35 to $50. 



Plain Upright 
or Top 




Branch Connector 
For Cable Branches 



30 F 57220— Co m p I ete 
5- Foot Uprig-ht. Has 

Ornamental Glass Ball. 
Colors are opal, blue, 
ruby, silver, or gold. 
Give color wanted. 
Weight. 3% Qfip 
lbs. Each SJOt^ 



30 F 5 7222 — Co m p lete 
5- Foot Upright. Has 

handsome Arrow Vane. 
Give color of glass bail 

$1.4S 



4H lbs. 



3CF57200 — Extra 
Heavy Cable. 7/10 in. 
diam. Ample capacity 
guaranteed. With copper 
fastonera and copper 
nails. Ship, wt., H lb. 
per ft. 



3 C F 5 722 .">— <Co m p I ete 
5- Foot Upright. Has 

handsome gilt Animal 
Figure (horse, cow. or 
rooster; state which). 
Give color ball wanted. 

Sa. *.* $1.98 8y 2 c 




'3CF57210 — Prongs are 

hooked over the main cable 
where desired, and fas- 
tened by hammering shut. 
Branch cable is clamped 
by a screw. Wt., Qn 

\Vz oz. Each v** 

STRAIGHT CONNECTOR 
FOR CABLE JOINING 




3CF. f )7212— The two ends 
of cable to be joined are 
clamped by the screws. 
Wt.. 1 oz. Each 
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CAST IRON AND MALLEABLE FITTINGS 




Weight I 



90 Degree 

Elbows 

MALLEABLE IRON 

Black 3C55360— 
Galvanized 3C55861 
Bla c k | Galvanized 



Yi in. 


% lbs. 


ac 


1 4c 


% in. 


% lbs. 


4c 


4'/aC 
Oc 


Yz in. 


% lbs. 


5C 


% in. 


% lbs. 


6c 


7c 


1 in. 


% lbs. 


80 


lie 


1^4 in. 


% lbs. 


OC 


14c 


lYz in. 


% lbs. 


12c 


20c 
30c 


2 in. 


1 % lbs. 


18c 



CAST IRON • 
Black 3C54000— Galvanized 3C54001 



Size | Weight | Black 



% in. 


1 lbs. 


4c 


Oc 


1 in. 


1 % lbs. 


4'/ 2 c 


8c 


1 M in. 


1 % lbs. 


§0 


12c 


1 Yz in. 


2*4 lbs. 


8c 


14c 


2 in. 


3^4 lbs. 


12o 


21c 


2 y 2 in. 


5% lbs. 
7% lbs. 


18c 


34c 


3 in. 


28c 


600 


4 in. 


1 0% lbs. 


43c 


78c 




45 Degree 

Elbows 



MALLEABLE IRON 

Black 3055302— Galvanized 3C55363 

Size | Weight | Black | Galvanized 



Yi in. 


Ys lbs. 


3'/ 2 C 


0'/ 2 c 


% in. 


% lbs. 


4'/ 2 c 


S'/ 2 c 


Yz in. 


Yi lbs. 


5c 


Oc 


% in. 


% lbs. 


7c 


IWkQ 


1 in. 


% lbs. 


Oc 


8'/ 2 c 


1% in. 
1 y 2 in. 


% lbs. 


12c 


17c 


% lbs. 


18o 


28c 
45C 


2 in. 


1 y 2 lbs. 


27c 



Black 


CAST IRON 
3C54004— Galvanized 


3C540O5 


Size 


Weight 


Black 


| Galvanized 


% in. 
1 in. 

1 Yi. in. 
1^ in. 

2 in. 

2 y 2 in. 

3 in. 

4 in. 


1 lbs. 
1 % lbs. 
1 £ lbs. 
2% lbs. 
3% lbs. 
5V 4 lbs. 
7 % lbs. 
10% lbs. 


4c 
5c 
7c 
Oc 
120 

IiS 

4.v0 


7c 
Oc 
13c 
17o 
23c 
30c 
58c 
05c 




Unions 

Malleable 
Only 

3055374 — Galvan ized 3C55375 



Size 


Weight 


Black 


Yi in. 


Yi lbs. 


8c 


% in. 


% lbs. 


Oc 


Yz in. 


Y2 lbs. 


Oc 


% in. 


y 2 ibs. 


10c 


1 in. 


Yz lbs. 


12c 


lYi in. 


1 lbs. 


18c 


lYz in. 


1 lbs. 


22c 


2 in. 


2 lbs. 


2*c 



lie 
12c 
14c 
17c 
18c 
27c 
34c 
42c 




Crosses 

MALLEABLE IRON 
Black 3C55366 



Size 


Weight 


Black 


Yi In. 

% in. 

y 2 in. 

% in. 
1 in. 
1 Yi in. 

1 Yi in. 

2 in. 


Yi lbs. 

% lbs. 

% lbs. 

Yz lbs. 
1 lbs. 
1 Yi lbs. 
1 % lbs. 
2Yz lbs. 


4c 
4'/aC 
7c 
7'/ 2 c 
10c 

13'/2C 

20c 
33c 


CAST IRON 
B1?ck 3C5401 4— Galvanized 


3C54015 


Size | Weight | Black 


| Galvanized 



% in. 


1 % lbs. 


SO.OK 


SO. 15 


1 in. 


1 Yi lbs. 


.11 


.18 


1 Yi in. 


2y 4 lbs. 


.15 


.28 


1 y 2 in. 


3^4 lbs. 


.10 


.34 


2 in. 


4% lbs. 


.26 


.50 


2Yz in. 


8 lbs. 


.43 


.85 


8 in. 


9Yz lbs. 


.65 


1.30 


4 in. | 


1 B Ya lbs. 


I.OO 


2.029 




Plugs 



Cast Only 

Black HC55388— Galvanized 3C5530 



Size | 


Weight 


Black 


Galvanized 


Yz in. 


Ys lbs. 


2c 


me 


% in. 


Y* lbs. 


2c 


1 in. 


Yi lbs. 


3c 




I Yi in. 


% lbs. 


§ c 


4'/ac 


I Yz in. 


%lbs. 


3c 


7c 


2 in. 


1 lbs. 


4o 


Oc 


2Yt in. 


1 Yi lbs. 


Oc 


12c 


3 in. 


2 lbs. 


Oc 


17c 




Reducing 

Elbows 

MALLEABLE IRON 
To Reduce One Size 



Black 


3C553SO— Galvanized 


3C55351 


Size 


I Weight 


| Black | Galvanized 


Y* in. 


Ys lbs. 


i c 


4'/aC 


% in. 


y 8 lbs. 


4c 


5c 


Y2 in. 


Yi lbs. 


4'/ 2 C 


Oc 


% in. 


% lbs. 


§c 


7c 


1 in. 


Yz lbs. 


8c 


lie 


\Yi in. 


% lbs. 


IOC 


15c 


1% in. 


% lbs. 


14c 


21c 


2 in. 


1 % lbs. 


2<>c 


30c 



CAST IRON — To Reduce One Size 
Black 3 C540O2— Galvanized 3C540Q3 

Size I Weight | Black | Galvanized 



% in. 


1 lbs. 


4c 


Oc 


1 in. 


1 Va lbs. 


5c 


8c 


1% in. 


1 Yz lbs. 


7c 


11c 


1 Yz in. 


2Vi lbs. 


8c 


14c 


2 in. 


3 Yi lbs. 


12c 
20c 


20c 
30c 


2 % in. 


5% lbs. 


3 in. 


7 y 2 lbs. 


30 c 


53c 


4 in. 


1 0 y 2 lbs. 


52c 


85c 




Flange 
Unions 



Cast Iron Only 

Black 3C540O8— Galvanized 3C54000 



Size 



Weight 



Black 



% in. 
1 in. 
1 Yi in. 

1 Yz in. 

2 in. 

2 Yz in. 

3 in. 

4 in. 



2Yz lbs. 
3 lbs. 
3 lbs. 
4Vi lbs. 
6 lbs. 
9 Yi lbs. 
1 1 Yz lbs. 
(16 lbs. 



IOC 
17c 
23c 
20c 
33c 
42c 
50c 
70c 



30c 
34c 
42c 
51c 
65c 
82c 
OOc 
$1.36 




Short 
Nipples 



2>y 2 in. long — or less 

Black 3C 55380— Galvanized 3C55381 



Size 



Yi in. 
% in. 
Yz in. 
% in. 
1 in. 

1 Yi in. 
1% in. 

2 in. 



W T eight | Black | Galvanized 



1/12 lbs. 


2o 


1/10 lbs. 


2c 


1/5 lbs. 


2c 


1/4 lbs. 


2c 


1/4 lbs. 


3c 
5 C 


3/8 lbs. 


1/2 lbs. 


4c 


5/8 lbs. 


5 c 



2c 

2° 
3c 
4c 
6c 
7c 



NOTE — In ordering nipples give size of pipe, 
also length of nipple. 




Couplings 



Black :iC5537S— Galvanized 3C55370 



Size I Weight | Black | Galvanized 



Yi in. 
% in. 
Yz in. 
% in. 
1 in. 

1 Yi in. 
1% in. 

2 in. 



Ys lbs. 
y 8 lbs. 
Ya lbs. 
% lbs. 
Yz lbs. 
% lbs. 
% lbs. 
1 Yz lbs. 



2'/ 2 c 
2'/ 2 c 
3c 

4'/2C 

£c 
6c 
7c 
Oc 



3»/ 2 c 

# 

11c 
14 c 
17c 




Reducing 
Couplings 



To redu 
Black 



co one size — Size given is the large end 
3C55370— Galvanized 3C55371 



Size 


Weight 


Black | Galvanized 


Yi in. 


Ya lbs. 


3c 




% in. 


y 8 ibs. 


4c 




Yz in. 


Yi lbs. 






% in. 


% lbs. 


4 4 


6c 


1 in. 


Yz lbs. 


6c 


Oc 


1 Yi in. 


% lbs. 


7c 


13c 


1 Yz in. 


% lbs. 


10c 


16c 


2 in. 


1 Yz lbs. 


16c 


25c 




Lock Nuts 

Malleable 
Only 

Black 3C55386— Galvanized 3C S 538 7 



Size I Weight 1 Black 1 Galvanized 



Yz in. 


% lbs. 


2c 


3c 


% in. 


% lbs. 


2C 


5° 


1 in. 


% lbs. 


5° 


4c 


1 Yi in. 


% lbs. 


4c 


5c 


1 Yz in. 


% lbs. 


6c 


8c 


2 in. 


1 H lbs. 


10c 


13o 


2Yz in. 


1 Yi lbs. 


14c 


22c 


3 in. 


1 % lbs. 


16c 


26c 



Street 
Elbows 

Malleable Only 




Black 


3C55352— Galvanized 3C55353 


Size 


Weight 


Black | Galvanized 


Yi in. 


Ya lbs. 


2«/aC 




% in. 


% lbs. 


Wtc 


4c 


Yz in. 


Yi lbs. 


4o 


5'/ 2 c 


% in. 


% lbs. 


6c 


Oc 


1 in. 


Yi lbs. 


7c 


10c 


1^4 in. 


% lbs. 


10c 


15'/aC 


\Yz in. 


% lbs. 


13c 


18'/ 2 c 


2 in. 


1 % lbs. 


18c 


30c 




Tecs 



MALLEABLE IRON 

Black 3C55364— Galvanized 3C55365 



Size I Weight | Black | Galvanized 



Yi in. 
% in. 
Yz in. 
% in. 
in. 

IS: 



Yi lbs. 
^4 lbs. 
Yz lbs. 
% lbs. 
Yz lbs. 
1 lbs. 

1 lbs. 

2 lbs. 



3VaO 

4c 

5c 

5«/aC 

8'/ 2 C 
lOc 
15c 
24>c 



4c 

4'/aC 

7c 

7'/aC 
IOC 
16c 
20c 
33c 



CAST IRON 
Black 3C54006— Galvanized 3C54007 

Size I Weight | Black | Galvanized 



% in. 
1 in. 
1 Yi in. 

1 Yz in. 

2 in. 
2Yz in. 

3 in. 

4 in. 



1 Yz lbs. 

1 Yz lbs. 

2 lbs. 

3 lbs. 
3 Yz lbs. 
6 Yz lbs. 
8 lbs. 

12% lbs. I 



5c 
6c 
Oc 
12c 
18c 
28c 
38c 
65c 



Oc 
10 c 
16c 
22c 
31c 
50c 
71C 
.SI -20 




Long 
Nipples 



Between 2^2 in. and 6 in. 

Black 3C55382— G al van ized 3C55383 



Size | Weight | Black | Galvanized 



Yi in. 

% in. 

Yz in. 

% in. 
1 in. 
1 Yi in. 

1 Yz in. 

2 in. 



1/8 lbs. 
1/6 lbs. 
2/5 lbs. 
1/2 lbs. 
1/2 lbs. 
3/4 lbs. 

lbs. 
1/4 lbs. 



3c 
3c 
3c 
3c 
3te 
4c 
5c 
7c 



2c 
3c 
3c 
3c 
5c 
8c 
Oc 
12 c 



NOTE — In ordering nipples give size of pipe, 
also length of nipple. 




Caps 



Black 3C55372— Galvanized 3C55373 



Size | Weight | Black | Galvanized 



Yz in. 

% in. 
1 in. 
1 Yi in. 

1 Yz in. 

2 in. 
2Yz in. 

3 in. 



Yi lbs. 
% lbs. 
Yz lbs. 
% lbs. 
% lbs. 

1 Yz lbs. 

2 lbs. 
2% lbs. 



2c 

4c 

4c 

5c 

8'/ 2 c 
lOc 
17'/ 2 c 



5c 
5c 
Oc 
12 c 
18c 
28c 




Bushings 



Black 


3C5530O— Galvanized 3C55301 


Size 


Weight 


Black 


Galvanized 


Yz in. 

% in. 
1 in. 
1 Yi in. 

1 Yz in. 

2 in. 
2Yt in. 

3 in. 


1/16 lbs. 

1/8 lbs. 

1/4 lbs. 

3/8 lbs. 

3/8 lbs. 

3/4 lbs. 
11/2 lbs. 
2 1/4 lbs. 


2c 
2c 

5° 
4c 

£ c 

7c 

8c 


4c 

4«/aO 

P 

8c 

lOc 
14c 
16c 




Ceiling Plates 

CAST IRON BLACK 
AND NICKEL PLATED 

Black, solid— <3C 540 18 
Nickel plated, split— 3C54010 

Black plates are plain cast iron, cast solid, 
and must be put on before pipe is connected. 
Nickel plated plates are split with spring 
clamps for holding in place and can be put 
on pipe after it is installed. 









Nickel 


Size 


Weight 


Black 


Plated 




Solid 


Split 


Yz in. 


2 oz. 


5c 




% in. 


2 oz. 


§P 


8c 


1 in. 


3 oz. 


7c 


Oc 


1 Yi in. 


4 oz. 


7c 


IOC 


1 Yz in. 


5 oz. 


Oc 


lie 


2 in. 


6 oz. 


11c 


12c 


2Yz in. 


8 oz. 


14c 


3 in. 


10 oz. 


16c 





Drop Fittings 

For Gas 




Malleable Only 

DROP ELBOWS AND TEES FOR GAS 

3C55354— Long Drop Ell, % in. only, with 
2K in. drop. 



Size 


Weight 


Black 


| Galvanized 


% in. 


1/4 lbs. 


00 




7c 


3C55355— Short Female-L&op 


Ell. 


Size 


Weight | 


BlacE 


| Galvanized 


% in. 
Yz in. 
% in. 


1/8 lbs. 
1/6 lbs. 
1/5 lbs. 


5c 
12c 


6c 
lOc 
17c 


3C55356— Drop Tee. 


% in. 
Yz in. 
% in. 


L 1/8 lbs. 
1/6 lbs. 
1/8 lbs. 


6© 

m 


7c 
12c 
IOC 




Reducing 

Tees 

MALLEABLE IRON 

Black 3C55357— 
Galvanized 3C55358 



Weight 1 Black | Galvanized 



Yi in. 


Yi lbs. 




5c 
5 c 


% in. 


Yi lbs. 


4c 


Yz in. 


Yz lbs. 


5c 


7'/aC 


% in. 


Yz lbs. 


5c 


7'/ 2 c 


1 in. 


Yz lbs. 


8'/ 2 c 


12c 


1^4 in. 


1 lbs. 


13c 


20 c 
22c 
34c 


1 Yz in. 


1 lbs. 


1 5'/ 2 c 


2 in. 


2 lbs. 


22c 



CAST IRON 
Black 3C54Q1 2— Galvanized KC54013 



Size | Weight 



Black | Galvanized 



% in. 


1 Yz lbs. 


«C 


lie 


1 in. 


1 Yz lbs. 


6'/ 2 C 


12c 


1 Yi in. 


1 Yz lbs. 


IOC 


10c 


1 Yz in. 


3 lbs. 


12 c 


22ta 
32c 


2 in. 
2y 2 in. 


3 Yz lbs. 


18c 
30c 


6 Yz lbs. 


53c 


3 in. 


8 lbs. 


44c 


78c 


4 in. 


1 2 Yz lbs. 




$1.25 




Return 
Bends 

Close 
Cast Iron Only 

ern 

Black 



Black 


3C54010— Close 


Size 


Weight 


% in. 


Yz lbs. 


% in. 


• % lbs. 


1 in. 


1 lbs. 


1 Yi in. 


1 Yz lbs. 


lYz in. 


1 Yz lbs. 


2 in. 


3 lbs. 


2Yz in. 


4 lbs. 


3 in. 


5 % lbs. 



7c 
Oc 
lOc 

lie 
14c 
20c 
40c 
55c 




Return 
Bends 



Open 
Cast Iron Only 

Slack 3C55367— Open Pattern 



Yi in. 
% in. 

1 in. 
1^4 in. 
lYz in. 

2 in. 
2 Yz in. 



Weight 



Yz lbs. 

% lbs. 
1 lbs. 
1 Yi lbs. 
1 Yz lbs. 

3 lbs. 

4 lbs. 
5^ lbs. 




Oo 
10© 

10c 

13c 
18o 
25o 
44c 
68c 



Floor Plates 



CAST IRON BLACK 
AND NICKEL PLATED 
Black, Solid— 3C54016 
Nickel Plated, split— 3C54017 

Black plates are plain cast iron, cast solid, 
and must be put on before pipe is connected. 
Nickel plated plates are split with spring 
clamps for holding in place and can be put 
on pipe after it is installed. 









Nickel 


Size 


Weight 


Black 


Plated 




Solid 


Split 


Yz in. 


2 oz. 


4c 




% in. 


2 oz. 


4C 


8c 


1 in. 


3 oz. 


4c 




1 Yi in. 


4 oz. 


5° 


i8S 


lYz in. 


5 oz. 


6c 


lie 


2 in. 


6 oz. 


7c 


12c 


2Yi in. 


8 oz. 


10c 


3 in. | 


10 oz. 


12c 1 
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MONTGOMERY WARD & CO'S. SPECIAL PLUMBING CATALOGUE 



KC 



Valves and Faucets for Steam and Water 



Compression Laundry Tray 
Bibbs 

3C50700 — Stubb Pattern 
with Flange. A compact 
i and durable faucet. Espe- 
cially to be recommended 
where water pressure is high, 
or in connection with our 
air pressure water supply systems. Brass finish. 
For % in. iron pipe. Shipping weight, A0 o 

1 lb. Each 

3C50701— Nickel Plated Finish. CC*. 
Each 




Compression 
Plain Bibbs 

ftC55443-^Threaded for 
iron pipe. With hexagonal 
shoulder. Polished brass. 




Size 


I shpg. wt 


| Each 


ft in. 
% in. 


1 Vs lb. 1 
I 1 % lb. | 


37c 
53c 




Compression Bibbs 
with Flange 

Polished Brass or Nickel 
Plated. Fitted for iron 
pipe connection. 



Size 


Shpg. Wt. 


3C55444 

Brass 
Each 


3C55445 

Nickel 
Each 


% in. 
% in. 


I % lb. 
[ V lb. 


J iU 


60c 
05c 



Compression 
Hose Bibbs 

tC55447 — Polished 
rass. Fitted for iron 
pipe connection. with 
hexagonal shoulder. 




Size 



I 



Shpg. Wt. 



% in. 
% in. 



1 



43c 
57c 



Compression Sill Coeks 

" 3C55425 — Heavily 
Plated. White Nickel 
Finish. Solid brass 
wheel handle, for % in. 
iron pipe connection, 
with stuffing box around 
stem. Furnished in one 
size only, for Standard 
garden hose connection. 
Shipping weight, 1 lb. Each 64c 




Compression Sill Cocks wi,h ^y 008e 

3C55420— Solid 
B rass. with 
Flange, For % 

in. iron pipe. Fit- 
ted for Standard 
garden hose con- 
nection. Furnished 
in one size only. 
Polished brass fin- 
ish. Shipping weight, 1 

lb. Each 60c 

3C55427— Nickel Plated 
Finish. Each 75c 




Brass Angle Valves with 
Jenkins Disc 



3C55403— Solid Brass Angle 
Valve. With Jenkins composi- 
tion disc. For steam pressures 
up to 125 lbs. 



Size | Shpg. Wt. | Each 





%lb. 


80.39 




% lb. 




1 lb. 


.59 




1% lb. 


.81 




1 % lb. 


J .04 




3 lb. 


147 




3% lb. 


2.03 




5 % lb. 


3.200 



Brass Globe Valves with Jenkins Com- 
position Disc 

3C55401— Jenkins Disc Globe 
Valve. Solid brass body. For 
steam pressures up to 125 
lbs. 

I Shpg. Wt. 




Air Line Angle Valves 

3C55405— Air Line Angle 
Valve. With special composi- 
tion disc, closing tight against 
air pressure. Suitable for 
pressures up to 125 lbs, 



Size 


Shpg. wt. 


Each 


% in. 


% lb. 


SO.59 


% in. 


% lb. 


.72 


% in. 


1 lb. 


.92 


% in. 


1% lb. 


1.20 



Best Quality — Fully Guaranteed 

We wish to call attention to the fact that all Compression Brass Faucets, Fuller Bibbs, 
Brass Stop Cocks, Standard . Brass and Iron Valves, etc.. as shown op this page, are 
of the very highest grade in workmanship, finish and material. All of our Standard Brass 
Valves are properly proportioned, Standard weight, and guaranteed for a working pressure 
up to 125 lbs. We do not handle the cheap competition valves now on the market. Our 
Composition Jenkins Disc Valves have a patent composition disc, which is removable. These 
valves are heavy and strong, and fully guaranteed to close absolutely tight under 125 lbs. 
steam pressure. 

In selecting faucets for plumbing work, the following should be kept in mind: 

Where water pressures are high (40 lbs. or over), the compression type of faucet is 
preferable, and is always to be recommended where our air pressure water supply systems 
are used, or where the town water pressure is high. The construction is such that the 
faucet cannot be closed suddenly. This prevents water pounding on the fixtures when the 
faucet is shut off. 

For lower water pressure, the Fuller faucet is the handiest, and should always be used. 

For higher water pressures, use Y2 in. faucets. For lower pressures, use the % in. size. 

Where water pumping is done by hand, or where the water rate is high, we recommend 
our Doherty Self-closing Faucet, which eliminates all waste of water. 

For steam work, always specify composition disc valves, if you want the best. 

For air lines, we recommend our Special Air Line Valves, listed at the bottom of this 
page which are' equipped with special discs for closing tight against air pressure. 



Compression Hose 
Bibbs, with Flange 

Polished Brass or Nickel 
Plated. Fitted for iron 
pipe connection. 




Size 



% in. 
% in. 



Shpg. Wt. 



% lb. 
1' lb. 



3C55456 

Brass 
Each 



3C55457 

Nickel 
Each 



55c 
05c 



05c 
75c 




Lever Handle 
Brass Stop Cocks 

3C55423— Solid Brass, 
Rough Finish. With 
ground key for iron pipe 

connection. 



Shpg. Wt. 



I 



Each 



% in. 
% in. 



% lb. 
1 Vi lb. 



38c 
55c 



Standard Brass Angle 
Valves 

3 C55402— ■ 



Size 



| Shpg. Wt. I 



% in. 
% in. 
y* in. 
% in. 

1 in. 
1% in. 
1^ in. 

2 in. 



% lb. 

% in. 
1 lb. 
1% lb. 
1 % lb. 
3 lb. 
3% lb. 
5 Ms lb. 





Standard Brass Globe Valves 

3C554QO— 



Size I Shpg. Wt. 



ft lb. 

% lb. 

% lb. 
1 V* lb. 
2 lb. 
2% lb. 
4 lb. 
6 lb. 



Each 



»0.31 
.35 
.45 
.50 
.81 
1.12 
1.53 
2.30 



Standard Brass Gate Valves 
3C5540O— These valves should 
always be used in water lines, 

or in places where opening full 
size of pipe is required. 



Size 


Shpg. Wt. 


Each 


4 in. 


1 lb. 


«0.47 


% in. 


1% lb. 


.01 


1 in. 


2% lb. 


.SO 


1% in. 


3 Ms lb. 


l.lO 


IY2 in. 


4Y2 lb. 


1.07 


2 in. 


12% lb. 


2.50 





Iron Body Globe Valves 

3C55414 — Iron Body Globe 
Valve. Brass mounted, with 
rising stem. A good, substan- 
tial value, for steam pressures 
up to 12 5 lbs. 



Size 


| Shpg. Wt. 1 


Each 


2% in. 
5 in. 


I 1 7 lb. 
1 2 R lb. 


1 $2.4<> 
1 3.25 



Iron Body Gate Valves 

3C55407— Iron Body Gate Valve, 

like illustration. Brass mounted, 
with flanged disc case, as shown. 
Easily taken apart and repaired 
without removing from pipe line. 
Suitable for steam or water working 
pressures up to 12 5 lbs. 



Size 


Shpg. Wt. 


Each 


2 V 2 in. 

3 in. 
3% in. 

4 in. 


2 5 lb. 
40 lb. 
55 lb. 
7 0 lb. 


$4.00 
5.00 
0.30 
0.75 





Air Line Globe Valves 

3C55404 — Air Line Globe 
Valve. With special composi- 
tion disc, closing tight against 
air pressure. Suitable for 
pressures up to 12 5 lbs. 



Size 


I Shpg. Wt. 


Each 


M in. 
% in. 
% in. 
% in. 


V 2 lb. 

% lb. 
1 lb. 
\Yz lb. 


$0.50 
.72 
.J)2 
1.20 



Fuller Plain Bibbs 
with Flange 

Polished Brass or Nickel 
Plated. Fitted for iron pipe 

connection. 




Size 




3C55448 


3C5544JJ 


Shpg. Wt. 


Brass 


Nickel 






Each 


Each 


% in. 


% lb. 


55c 


«5c 


% in. 


lYi lb. 


OOc 


80c 




Plain Doherty 

Bibbs, 
Self-Closing 

Polished Brass or 
Nickel Plated. With 
hexagonal shoulder, for 
iron pipe connection. A 
very high grade faucet. 
Fully guaranteed. Stops 
all waste of water. For 
use where water rate is 
high. 







3C55452 


3C55454 


Size 


Shpg. Wt. 


Nickel 
Each 


Brass 
Each 


% in. 
% in. 


% lb. 
1% lb. 


$1.20 
1.35 


I *l-#0 
1 1.55 



Brass Horizontal Check 
Valves 

3C55408 — Solid Brass Hori- 
zontal Check Valve. Standard 
pattern. With vertically ris- 
ing disc, ground seat. 




Size 



I in. I in. I in. | m. I m. 1 in. I in. | in. 



Shpg. 
Wt.. 



I Ml W\ *»l % I ll < 
I lb. lib. I lb. fib. I lb 



12*1 %i 
lb. I lb. 



5 

lb. 



Each I 30o j 32o | 40c I 50c|72c|$l.02!$l.401$2.05 




Brass Horizontal Swing Check 
Valves 

3C55410— Solid Brass Hori- 
zontal Swing Check Valve. A 

quick-acting, sure - closing 
valve. Offers very little resist- 
ance to flowing water. 



m. 



Shpg. 
Wt.. 



I M 
I lb. 



X 
lb. 



V4 
lb. 



1* 
lb. 



2K 
lb. 



I 



Each I 58c I 73c | 92c I $1.09 | $1.43 | $1.93 



Brass Vertical Check 
Valves 

3C55413— Solid Brass Ver- 
tical Check Valve. For use only 
in vertical pipes, where the direc- 
tion of flow of water or liquid is 

upwards. 




Size 



f in. 1 % in. | H in. 1 X in. | 1 in. 



Shpg. Wt. I % lb. I % lb. I bi lb. 1 X lb. I 1 lb. 
Each I 30c | 31c I 42c I 52c I 74c 



Hydrant Clamps 

3C55424— Malleable Iron 
Hydrant Clamp. Tapped for % 
in. pipe. These clamps are used 
in connection with "T" handle 
brass stops, shown on this page. 
A % in. pipe for shut-off rod is 
screwed into top lug. The clamp 
is placed over the "T" handle 
and copper wire passed through 
the two holes, as shown, so that it is held 
securely in place. The shut-off rod stands 
above the ground, so that the cock can be 
operated by turning the rod. In ordering, give 
size of stop cock that clamp is to fit. Ship- 
ping weight. 3 oz. Each Oc 




Brass Three Way 
Coeks 

3C55417 — Solid Brass, 
Square Head, Three - way 
Cock. Rough finish. With 
ground key, for iron pipe 
connection. 




Size I 


Shpg. Wt. 1 


Each 


V 2 in. 


% lb. 




% in. 


1% lb. 




1 in. 


2^ lb. 


1.21 



Fuller Laundry Tray 
Faucets 

Side lever pattern, with 
flange for use where water 
pressure does not exceed 
40 lbs. Fitted for iron 
pipe thread. In brass or 
nickel plated. 




«" L 8hMWt - ! 8C l2I 0 *l 8 » a 



% in. 
% in. 



I % lb. I 
I 1 lb. I 



7iki 
75c 



Ni ckel 
8O0 
85c 




Fuller Plain Bibbs 

3C55440 — Polished 
Brass. With hexagonal 
shoulder, for iron pipe con- 
nection. 



Shpg. Wt. 



Each 



ft in. 
% in. 



% lb. 
1 % lb. 



45c 
57c 



Fuller Hose 
Bibbs 

3C55447 — Polished 
Brass. With hexagonal 
shoulder for iron pipe 
connection. 




Size 


| Shpg. Wt. 


Each 


V2 in. 


I % lb. 


55c 


% in. 


1 % lb. 


67c 




Fuller Hose Bibbs 
with Flange 

Polished Brass or Nickel 
Plated. For hose connection 
fitted for iron pipe thread. 







3C55458 


3C 55459 


Size 


Shpg. Wt. 


Brass 
Each 


Each 
Nickel 


y 2 in. 
% in. 


% lb. 
1 Va. lb. 


05c 1 
75c 


75c 
85c 



"T" Handle Brass 
Stop Cocks 

3C 554 18— Solid Brass Rough 
Finish. With ground key fit- 
ted for iron pipe connection. 

Straightway pattern. A good 
stop cock for water, steam, gas 
or air. Tested and guaranteed. 




Size 



[ Shpg. Wt. 



I 



% in. 
% in. 



% lb. 
1% lb. 



Each 
38c 
55c 



'T" Handle Brass Stop and 
Waste Cocks 

3C55420— Solid Brass 
Rough Finish. With ground 
key, fltted for iron pipe con- 
nection. Used in connection 
with shut-off rod, to shut off 
water in underground pipes. 
Has waste outlet, so that 
water can drain off in sup- 
ply pipe, to prevent freezing. 




Shpg. Wt. 



I 



Each 



% in. 
% in. 



% lb. 
1 g lb. 



45c 
73c 



Lever Handle Brass Stop and 
Waste Cocks 



3C 55421 — Solid Brass 
Rough Finish. With 
ground key for iron pipe 
connection. Has waste out- 
let, so that water in pipe 
will drain off, after stop 
cock is turned off, to pre- 
vent freezing. 




Size 


| Shpg. Wt. 


Each 


% in. 


1 % lb. 1 


45c 


% in. 


1 % lb. 


70c 



Brass Hydrant Cocks 



? C 5 54 22 — Brass Hydrant 
00k. With waste, and com- 
bination elbow, ground key, 
"T" handle. Rough finish. 
Used in connection with 
shut-off rod, for underground 
pipes. Water drains off, and 
cannot freeze. Fitted for 
iron pipe connection. 



Size 


| Shpg. Wt. 


Each 


% in. 


1V4, lb. 


$0.8i> 


1 in. 


2 lb. 


1.24 



Brass Square Head 
Steam Cocks 

3C55410 — Solid Brass, 
with Ground Key. Bough 
finish. For iron pipe con- 
nection. 




Size 



I 



Shpg. Wt. 



% in. 
% in. 
y 2 in. 
% in. 
1 In. 




27c 
32 c 
42c 
55c 
75c 
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CAST IRON DRAINAGE FITTINGS 



AS COMMONLY USED 




ROUGH PASSAGE 
POOR DRAINAGE 
OBSTRUCTION 
ACCUMULATION 
'ULTIMATE STOPPAGE 
THEN TROUBLE 



AS FURNISHED BY US 




SMOOTH PASSAGE 
FREE FLOW 
GOOD DRAINAGE 
A SANITARY 
SYSTEM 

AND NO TROUBLE 



THESE SPECIAL CAST IRON DRAINAGE FITTINGS ARE USED ON EVERY 
ONE OF OUR COMPLETE PLUMBING SYSTEMS 



The great advantage of using these cast iron drainage fittings on your plumbing system is 

very forcibly demonstrated in the diagram given above. The ordinary style of cast iron fitting 
should never be used in a drainage pipe on a plumbing fixture. It is only a question of time 
when the waste piping system installed with such fittings will become stopped up, and it is 
almost a hopeless task to try to get the pipes cleared out. An accumulation of deposit is 
bound to take place in front of the rough, exposed ends of the pipe, where they screw into 
the fitting, as shown in the illustration above, to the left, and you can readily see what a 
difficult matter it would be to clear out a pipe stopped up in this way. 

With our special recessed drainage fittings, shown in the above illustration, to the right, 
stoppage of this kind is impossible. There is no chance for this sediment to accumulate. 



These fittings are recessed, and the threads cut in such a way that the end of the pipe is 
not exposed when screwed into the fittings; there is a smooth, clear passageway, the same 
diameter as the inside diameter of the pipe, so that when the pipe is screwed into the fittings 
these diameters are exactly equal. There are no rough exposed edges to catch the deposit, 
as in the case with the old style fitting. This is a very important point. It is these fittings 
that make the use of iron pipe for waste piping in a plumbing system practical, and by the 
use of these fittings you can use ordinary iron pipe for the waste piping in your plumbing 
system, and it will give just as good or better satisfaction in every way than if lead pipe were 
used. No soldering or wiping of joints, as required in a lead pipe installation. Any man 
who can cut and thread iron pipe, and screw it together, can do the work. 



45 Degree 

Ell 




45 DEGREE DRAINAGE ELBOW 



Size, in. 



.1 1% I 1% I 2 



Weight, lbs A 1% J 2M $M 

{C55656- Black .... 11c 13o 16c 
3C55651— Galv 1 10c 1 |gg I 24c 



90 Degree 

Ell 




90 DEGREE DRAINAGE ELBOW 

S I 1% I 2 



Weight, lbs | 2 I 2% I 3% 

1*055652— Black 1 11c I 13c ( 16c 

gCSSgga— Galv I 16c 1 19 c 24 c 



Long Sweep 
90 Degree 

Ell 




90 DEGREE LONG SWEEP DRAINAGE 
ELBOW 

Size, in 1 1% | \Vz | 2 



Weight, lbs | 2% | 3% I 4% 

3C55654— Black ..I 13c I 15c I 19c 
3C55655— Galv. ..| 19c 1 22c I 38c 



Long Sweep 
45 Degree 

EU 




45 DEGREE LONG SWEEP DRAINAGE 
ELBOW 



Size, in. 



1% I 1% 12 



Weight, lbs ....I 1% I 244 I 3Ms 

3C556Sfr-Black ..I 13c I 15c I 22 c 
3C55657— Galv. .. 19c 22 c 32c 



Tec 

Branch 




DRAINAGE TEE BRANCH 

Size, in 1 1% | 1 % | 2 



Weight, lbs 

3C55658— Black 
3C 5 5651>— Galv. 



I 3V 2 
I 20c 
I 36c 



25c 
37c 



7^ 
40 c 
57c 



Reducing 

Tec 




DRAINAGE REDUCING TEE BRANCH 

Size, m | i% | 2 



Weigiit, lbs , 

3C55666— Black 
3C5 5661— Galv. 



37c 

_57c 



VA 
48c 
72c 



Branch 



DRAINAGE 




BRANCH 



Size, in fjU | m 



Weight, lbs. 
3C55662r-Black 
3055663— Galv. 



..3% 5 
. • 20c I 25c 
• •I 3Qc I 37c 



7% 
40 c 



Reducing 



DRAINAGE REDUCING 




Weight, lbs 

3C55664— Black 
3C5566ri— Galv. 



40c 
57c 



50 c 
72c 



Twin 
Ell 




Twin 
Ell 

Reducing 




Cross 



DRAINAGE TWIN ELBOW 



Size, in 1 1% 



1% 



DRAINAGE REDUCING TWIN ELBOW 




Reducing 

Cross 




DRAINAGE CROSS 



Weight, lbs 

3055666— Black 
3C5 5667— Galv. 



4 
25c 
37c 



5 i 6 
40c 50c 
57c f Q7'/2C 



Weight, lbs 

3055608— Black 
3C55669— Galv. 



I 



Size, in. . . 



DRAINAGE REDUCING CROSS 



45c 
65 c 



55c 
86c 



W T eight, lbs 

3C55670— Black 
3C55671— Galv. 



1% I 2 



I -1* 
I 40c 
|.57c 



53c 
77c 



IVz 
65c 
95c 



Size, in 






2 


Weight, lbs 


45c 
65c 


6 

60c 
96c 




3C55672— Black 

3C55673— Galv 


$0.75 
1.10 
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Plumbers' Tools, Stocks, Dies, Etc. 

Pipe Stock and Dies 
$2.4 



Armstrong 
Pattern Adjust- 
able Pipe Stock 
and Dies 



Armstrong Pattern Stock No. 2 



The Armstrong Pattern Dies can be ad- 
justed to the variations In the size of fittings 

and by reason of their peculiar cutting edge, 
can be worked with much less labor and 
accomplish the desired results in less time 
than with other dies. 

All parts are standard in size and design, 
and interchangeable with similar parts of any 
of the standard makes of this pattern stock 

The dies are made of the best quality tool 
steel accurately finished and fully guaranteed. 
3C55120— Set No. 2- Cutting 5 sizes of 
pipe Y* to 1 in., right hand. Length of 
stock with handles, 36 in. Packed complete 
in a neat wood box. CO 
Weight. 15 lbs. Per set QQmOO 

Extra Pipe Dies 

3C55121— For extra pipe dies, from Ys in. 

to 1 in. each size (two pieces). Weight, 12 
oz 55c 

Extra Bolt Dies 

3C55123— Bolt dies for threading rods, to 

fit No. 2 Stocks. Sizes, 5/16. %, 7/16, 
Yz, 9/16, %. %, %. 1 in. 

Price, each size »oc 

3C55123— Extra guides, for bolt dies. 
Each 12c 

Armstrong Pattern Pipe 
Stocks No. 2y 2 




3C55124 — Armstrong's pattern Adjustable 
Stock, No. 2Yt, with 4 dies, cutting Yz. %« 
1 and \Yt in. pipe, right hand; cut shows 
style of stock only; always sent complete. 
Length of stock with handles, 3 8 in. 
Weight, per set, 20 lbs. CO Aft 

Complete ■ $0.fU 

3C551 25— Extra pipe dies. Each size, 2 

pieces. Weight, lYt lbs $1.13 

Bolt dies not made for No. 2V2 stock. 

Armstrong Pattern Pipe 
Stocks No. 3 




3C551 26— Armstrong Pattern Adjustable 
Stock. No. 3, with three sizes pipe dies cut- 
ting 114, lYi and 2 in. Length of stock with 
handles. 54 in. Weight, per set, $C OA 

3 5 lbs. Complete Tr ,# ? 

3C55127— Extra Pipe Dies. Each size 2 
pieces. Weight, 3 lbs $1.40 

No. 6 Pipe Stock 

3C55128— Armstrong Pattern Adjustable 
Stock, No. 6, for cutting pipe 2Yz and 3 in., 
right hand. Each stock contains 1 pair of 
double end dies, and four handles. Length of 
stock with handles. 6 ft. 5 in. Weight, per 

ft!! 1 * $12-85 

3055 1 2! >— Extra Pipe Dies. Per set of 2 

pieces. Weight, 5 lbs $4.00 

No. 7 Pipe Stock 

3C55130— Armstrong Pattern Adjustable 
Stock, No. 7. for threading pipe 2Yz, 3. 3Vss. 

4 in., right hand. Each stock contains four 
double end dies, and four handles. Length of 
stock with handles. 6 ft. 4 in. Weight, per 
set. 110 lbs. £1Q iq 

Per set ylu*10 

3C55131— Extra Pipe Dies. Per set of 4 
pieces. Weight, 7 lbs #5.05 



Complete Plumbers' Tool Sel 

16°i 



This Outfit 
is Loaned 

to Our 
Customers 
When a 
Complete 
Plumbing 
System is 
Purchased 




3CP55164— Complete Plumbers' Tool Set. This outfit includes all tools required to install 
any of our complete plumbing systems. The outfit consists of the following: 

One set No. 1 Stock and Dies, for threading pipe from Yi to 1 in. size; one set No. 2 
Stock and Dies, for threading pipe from 1*4 to 2 in. size; one Pipe Vise No. 2, large size, 
for holding up to 3% in. pipe; one Plumbers' Blast Furnace, like illustration; one Cast Iron 
Melting Pot, for same; one Pouring Ladle; one Steel Calking Chisel, for calking lead in soil 
pipe joints; one Steel Cold Chisel, for cutting soil pipe; one 18 in. Stilson Pipe Wrench; 
one 14 In. Stilson Pipe Wrench; one Three-wheel Pipe Cutter, for cutting up to 2 in. pipe; 
one Yarning Chisel, for packing okum in soil pipe joints; one Steel Plumbers' Wood Chisel, 
for chiseling out floors, etc., to run pipes; one Plumbers' Wood Gouge, for same purpose. 

These chisels are of solid steel, without wood handles, and are intended for very hard 
service and lots of pounding. Will be found to be very handy tools on any plumbing job. 

The above tools comprise practically all tools required to install our iron pipe plumbing 
systems There is not a tool in this outfit that cannot be thoroughly mastered and handled 
by any man In a short time. This in itself is sufficient evidence to show that there is really 
nothing complicated about the work of installing one of our modern iron pipe thread plumbing 
systems. 00 
Special price on above complete set Plumbers' Tool Outfit fflw,vv 

NOTE— We will be pleased to include this complete set of tools with an order for any of 
our complete plumbing systems. Tools will be added to order and charged to you at net 
price as quoted above, and included with shipment. When you are through using the tools, 
you can return them to us, freight prepaid, and we will refund the amount charged for them 
less 10% which will be charged for their use. This offer is made with the understandinr 
that no tools are to be returned which are broken or damaged, beyond a reasonable allow 
ance for ordinary wear. 



Pump Stocks and Dies 



Genuine Lightning Pump Makers' Stock and 

Die for cutting threads on steel rods makes 
perfect screw at one cut. Made 1/3 2 in. 
over size to take unfinished rods. > 
3C55150— Style A, size of die, %xl 4 
thread. Weight. 1 lb. $1.15 

Price «PA.A* 

3C55152— Style B. size of die, 7/16x12 
thread. Weight, lYz lbs. $1.27 
3055153— Style ' C," ' 'size' 'hi" die, %x I 2 
thread. Weight, 1% lbs. $1.47 

ce'. v 

Weight, 4 oz. each 
3C55154— Extra dies for above stocks. 
gze^..^...%xl4 7/16x12 %|12 

Each $0.80 $0.07 J? 1 y*» 

We cannot furnish any other size dies for 
these stocks. 



Pipe Taps 



3C55070— Pipe Taps 
with standard pipe 
threads. Best grade. 
Warranted. Made in 
sizes to correspond with pipe measurements, 
that is, a % tap will thread a fitting or open- 
ing taking pipe measuring %. in, inside 
diameter. 

Weights range from 1 to 3% lbs. each. 

l 1 ^ *L & sio a$> 4*« 

1 60c 93c 



Pump Stocks and Dies 

Genuine Lightning 

3C55155 — Double Stocks, for cutting steel 
pump rods. Has one die %xl4 thread, and 
one die 7/16x12 thread. Made 1/32 in. 
over size to take unfinished rods. ftft 
Weight, 2 lbs. Price $£«VV 

Extra Dies 

3C55156 — Extra dies for double stocks. 
Weight, 4 0z. each. 

Size J... %xl4 7/16x12 

Each 85c 07 c 

We cannot furnish any other size dies for 
these stocks. 



Each — ~ -r-r Ti/- o 

Size 1 3L.y& ~~ 

Bach o»c OO 



Burring Reamers 

Extra quality steel, 

for reaming out pipe 
and for countersinking. 
With bit brace shank. 
3C55072— For pipe Va , ^ „.^ A . 
to 1 In. Tapers from 1 Y* in. to </16 in. at 
point. Length of flute, 19/16 in. Weight, 
5 oz. Usual $1.00 value. 7?i» 

Each 

3C55073— For pipe ft to VA in. Tapers 
from lYz in. to % in. at point. Length of 
flute, 2 1 ! in. Weight. 8 oz. <M Aft 

Each «px.vv 



Die Holders and Tap 

For Bit Brace 

3C55148 — For cutting 
thread on pump rods. 

We furnish dies for pump< 
rods %-14 thread and 
7/16-12 thread. For 
bolts %-16 thread and 7/16-4 4 thread. 
All 1/32 over size to take unfinished rods. 
Made in two sizes only, % and 7/16 in. 
Weight, 1^4 lbs. Give threads wanted. 



Size 
In. 



Die, Tap 
and Holder 



Die 
Only 



Tap 
Only 




QfR^lftft Malleable Iron Pipe Stock, 
OLDDIUO with solid steel dies. Finely 
finished and quality guaranteed. Pipe taps 
not included. , .. 

Leader screws, as shown in illustration, 
are made only on the No. 2 stock. Not 
furnished in the smaller stocks. 

The dimensions of the dies are as follows: 
No. O, 2x2x% in.; No. 1. 2%x2%x% in.; 
No. VA and 1%, 3x3x% in.; No. 2. 4x4x% 
in. Weights range from 6% to 26 lbs. per 
set. 

3C55100— Stocks and Dies Complete 



Size I Cuts Pipe, In. 



1 ft 

' % 
2 



| Per Set 



Ys, %. % 
ft. %. Yz. % 
%, 1. IV4.. 

1. fk. 1% 
m. i*£. 2 



y 2 . 



$2.45 
3.00 

2.78 
2.80 
4.1Q 



Extra Dies and Guides 



No. of 
Stock 


3 C 55 101 

Dies 
Each 


3C65102 

Guides 
Each 




34c 


8c 


1% 


44c 


10c 


lYz 


68c 


12c 


1 


60c 


12c 


0 


88c 


12c 



Always give pipe sizes when ordering extra 

dies and guides. 



•Economy" Pipe Slock and Dies 




QfEKIftK "Economy" Pipe Dies are 
O\,OoL\J0 made with four cutters of 
the best steel, interlocked with two steel 
plates. The center of the stock is malleable 
iron, handles of steel tubing polished and 
knurled at ends to prevent slipping; very fast, 
easy cutting tools. Pipe taps not included. 

The dimensions of the dies are as follows: 
No. O. 2x2%. No. 1 and 1 B, 2^x2 %x%. 
No. VA. VA A and l 3 / 4 . 3x3x% in. No. 2 
and 2 A, 4x4x% in. square. Weights range 
from 7% to 2 5 lbs. 

3C5 5 105— Stocks and Dies Complete 



Size 



I Cuts Pipe. In. 



Per Set 



3/8 
7/16 



$1.85 
1.03 



85c 
07c 



30c 
33c 



Steel Monkey Wrench 




3C551SO— Standard Screw Wrench, with 
wrought-iron bar, head and screws with wood 
handle. Usual 3 5c to 7 5c value. 



Size 



Weight 



I 



Each 



8 in. 
10 in. 
12 in. 
15 in. 



1 Yz lbs. 

2 lbs. 
2Yt lbs. 
3% lbs. 



24c 
20c 
35c 
40c 



0 
1 

IB 

IY2A 
1%C 

2 

2A 



Ys, Vl. %. Yz 

Ya, %. Yz, %. 1 

Vs. %. %. Yz. %, 1... 

%, 1. ik 

Yz, %. 1. 1%. 

%. %. Yz, %\ 

ft, lY*. IV2S 

lY*. lYz. 2 

1. 1V4. IV2. 2 



S200 

2.03 
3.55 
2.70 
3.40 

4.0O 
4.00 
5.00 



Extra Dies and Guides 



No. of 
Stock 


3C55106 

Dies Each 


3C55107 

G'ds Each 


0 

1 and IB 

\Yz, \YzK 1%C 

2. 2A 


33c 
42c 
55c 
75e 


lOc 
12c 
14c 
18c 



Always give pipe sizes when ordering extra 
dies and guides. 



Card's Tap Wrench 



These wrenches have two steel jaws hard- 
ened and tempered. Highly polished. 
3C550H4— Tap Wrench, 5 in. long, will 
hold taps from 1/16 to 3/16. 70f» 

Weight, U 1°- Eacn 

3C55085— Tap Wrench. 10 In. Ions, will 
hold taps from 3/16 to Yz. £1 \Z 

Weight. % lb. Each 

3055086— Tap Wrench, 14 in. long, will 
hold taps from Yz to %. ffO OA 

Weight. 2 lbs. Each fl6.iiV 

Malleable Pipe 4 

Vise 

Self-Locking Malleable 
Pipe Vise, made of a 
fine quality of malleable 
iron, with hardened 
jaws, and a self-locking 
latch. Carefully con- 
structed and fully guar- 
anteed. 

3CP54514 — Size 1; ■ '> IfT' l ■ 
capacity. % to 2 in. 

Each WeIghtfc 12 lbs ' $1.04 
3CP54515— Size *2; capacity,' '%'to 3% in. 
pipe^ Weight, 16 lbs. $1 49 
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PLUMBERS' FURNACES AND TOOLS 



Gasoline and Alcohol Torches and Furnaces 




Usual Value $3.00 
and up 



Gasoline Blow Torch 

One of the finest and most 
popular torches on the mar- 
ket. Made of polished brass 
with special bronze metal 
burner, and improved air 
pump. Produces a solid blue 
flame, generating about 
. 1.50 0 degrees (Fahrenheit). 
It is easily regulated and will 
be found indispensable for paint 
burning, soldering, thawing out 
pipes, and for plumbers, tinners, 
electricians, etc. Has an adjust- 
able solder iron holder, which 
can be easily removed if desired. 
Every torch is tested and war- 
ranted perfect. 

2C50S02 — Capacity, 1 pint. 
Weight, 2Y* lbs. $9 9^ 

Each , 

2050603 — Capacity, 1 qt. 
Weight, 2% lbs. CO «K 

Each ^fc.Orf 



Double Jet Brazing Torch 

2C50807 — Gasoline 
Torch with double jet 
burners, will bum in any 

position, and generates 
i intense heat of about 3.000 
degrees (Fahrenheit). I n e 
burners are easily adjusted to 
produce either a large or a 
small pointed flame. A fine 
torch for all light brazing, 
tempering, etc., and is capable 
of doing work heretofore 
deemed impossible with a blow 
torch. All parts of this torch 
are made of heavy brass and 
bronze, the pump is contained 
in the handle of the torch, and 
full directions for operating are 
attached. Capacity of tank, 1 

quart, height over all, 9 In. Weight, 3 lbs. 
Each 




$5.00 



Gasoline Torch 




2C50810 — A compact 
little torch, for small work, 

made of brass, nickel 
plated, and will burn 
about three hours with one 
filling. It is heated and 
lighted with a match and 
is quickly started. Total 
height. 7 in.; diameter, 
1 % in. Wt.. 6 oz. QR C 
Each oux 



Alcohol Pocket Torch 



2Ca0814 — Fop 
electricians, line- 
men, office and 
laboratory work. 

Made of brass, nickel 
plated. and consumes 
about Vs Pint per hour. 
Height, 4% in.; diam- 
eter, 1% in. Weight. 

EaV Z -. !$1.«5 




Gasoline Pocket Torch 




2C50812— A powerful 
little torch, designed for 
use in corners and con- 
tracted spaces. Made of 
brass. Is easily operated, 
and has a capacity of 
about %-pint. Height. 
8% in.; diameter, 1% 
in. Weight. 12 
oz. Each 



$2.50 



GASOLINE AUTO TORCH 

$320 



2C50<S05— 
With flat shaped 
body, for use in 

narrow places, 
especially for 
automobile work. 
Has a swing support 
which prevents it 
from tipping when 
placed on the bench 
or floor. Fitted with 
solder iron holder ; 
pump is contained 
in the handle and 
has a powerful 
burner. Capacity. 1 
all. 9 in. Weight, 3 




GASOLINE FURNACE 

2C P 50 822— Combi- 
nation plumbers, 

tinners', and roof- 
ers' gasoline fur- 
nace, with 18- 
gauge, seam- 
less brass 
tank. Burner 
is moun- 
ted on a 
swing 
joint, 
enab- 
ling the 
operator to use 
the flame in any 
position. WIN 
heat a pot of lead 
and a pair of sol- 
dering, coppers at 
the same time. 
The hood can be taken off by means of 
a plug, and tank with burner used sepa- 
rately. Burner Is not affected by wind or 
weather. Capacity, 3 Quarts, height over 
all 11 in., diameter. iVz in. Jll 
Weight. 8 lbs. Price, each «p-»»-*v 




Gasoline Furnace 
$300 



2CP50820— With 
heavy galvanized 
iron tank, all small 
castings are made 
of malleable iron 
and brass, the coil 
or burner is made 
of extra heavy pipe. 
Every pot is tested 
before leaving fac- 
tory, and we guar- 
antee them to give 
perfect satisfac- 
tion. Consumption, 
1 pint of gasoline 
per hour, height 
over all 17% in.; 
diameter, 8% in. 
Net weight. 9 % lbs, 

Each 




Tinners* Charcoal Stove 



2CP50825 — With a 
shaking grate, hinged 
hearth door, reversible 
flue and double dampers. 
Thoroughly well made, 
and nicely finished in 
black japan. Height, 1 5 
in. ; diameter, 7 in. 
Weight, crated, 14 lbs. 
Price does not include 
soldering coppers. 



Price. 

stove only. . . 



..$1.90 





Plumbers' Hammers 



31c to 43c 

4C51565-"LAKESIDE"Plumber8' 
or Machinists' Ball Pein Hammers. 
Solid forged steel with hickory handle 



Soldering Coppers 



2C50864— Soldering Coppers. Square point. 
For plumbers' or tinners' use. Without 
handle. Prices subject to market changes. 



Each $0.31 




Lakeside Combination Pliers 
Nickel Plated 




4C52200— Drop forged from best tool steel. 
Highly nickel plated. One of the handiest 
little tools ever invented. It combines in one 
tool a gas plier, wire cutter, wrench and 
screw driver. It will be found to be a very 
convenient tool in the household. Can be set 
instantly to grip either large or small pipes, 
etc. A strictly high grade tool. Full Nickel 
Plated, fully guaranteed. Usual retail price 
50c to 75c. 1 

Length, in, g -1 \% 

Weight, oz._.... ;;: .....^ c ^ 



Each 



Gas Pliers 

4C52228 — 
Best Quality 
Gas Steel 
Plumbers' Gas 
Pliers. Highly tempered joints. P i n e 1 y 
polished and finished. This tool will be found 
much handier than a pipe wrench for loosen- 
ing or tightening all small gas pipes, nipples 
caps, chandelier fixtures, etc. No one who 
does any amount of this work should be with- 
out one. _ + 
Length, in § 10 

^V..?^.:::::::::::::::a3* 



2C50865 — Soldering 
Copper Handles, with 
_ wire ferrules. To prevent 
cracking of wood when shank is driven into 
handle. Weight, 2 oz. 9f» 

Each .*g 

Per dozen 18c 



Spring Gauge Proving Set 



PLUMBERS' TOOLS 



Shave Hook 





3C55G20— With sharp steel 
blade, like illustration. For 
scraping surfaces on lead 
pipe or sheet lead, before 
soldering or wiping joints. 

E^r:. 40Z : 16c 

Wood Turn Pins 

3C55G24— Best 
quality. 

Size, No. 1. 
2 Yi in. diameter. 
Shipping wt., 2 oz. 

Each 12c 

Size. No. 2. 
2% in. diameter. Shipping 
weight, 2 oz. 

Each 1,5c 

Size, No. 3. 2% in. diam- 
eter. Shipping wt.. 2 oz. 
Each 14<; 

Wiping Cloth 

3C55628— 
Made of soft 
ticking. Size, 
about 3x3 in. 
Weight, l 

Each 8C 

Bending Pin 



3C55632— Made of «/ 2 in. 
round steel. Weight. 1(1 a 
1 lb. Each 



3C55«22r— Plumbers' Box- 
wood Lead Dresser. For 

shapng and bendng lead 
pipe, sheet lead, etc. Weight, 
1 lb. 49p 
Each 




Wood Drift Plugs 

MBl 3C55G2G — Best 
Wrfa quality. 

Wm 1 in - diam. Ship. 
wfM wt., l oz. 

mm Each 11c 

tffiP in. diam. Ship. 

wt., 1 oz. Each lOc 

1% in. diam. Ship, wt., 1 
oz. Each 13c 

Tap Borer 

3C55630— 
1 Steel blade. 

£ wood handle. 

%| Weight. C 

1 Each.... 17C 



Bending Springs 



Calking Chisel 



Regular pattern. 

Made of % In. octagon steel. 
Weight, 1% lbs. 



Wood Chisel 



3C55G38 — Made of one 
piece steel, polished blade. 
Will stand lots of pounding 
and hard use. Weight. 6 to 

Size.°% in. Length, 9% in. 

Each 24c 

Size, % in. Length, 10, in. 

Each -28c 

Size, 1 in. Length, 11 in. 
Each 31c 



3C55633— Placed inside of 
lead pipe, so that pipe may 
be bent without kinking. 

Size, in 1^4 1% 

Ship, wt 3% 3% 

Each 20c 24c 



Wood Gouge 



3C55G30 — F»r cutting 
holes through floors, beams, 
etc.. where pipes go through. 
Solid steel with polished 
blade. Length, 9% in. 
W T eight. 8 oz. Size, 
Ms in.. Each 



Yarning Iron 



3CS0686 — For packing 
okum around soil pipe Joints 

before pouring in lead. Made 
of % in. octagon steel. 
Weight. 12 oz. iRp 
Each LVXj 




Plumbers' Force Cup 

3CP5U512, — , 
Used for forcing 
out stoppages in 
lavatory waste 
traps, closet bowls 
and sinks— in fact, 
all plumbing fix- 
tures where stop- 
page frequently occurs. For trouble of this 
kind this force cup will always be found a 
sure and speedy remedy. The cup consists or 
a rubber bell-shaped bottom attached to a 
long handle. In use this rubber bell or cup 
is placed over the mouth of the waste pipe 
in the bowl, and the bowl is filled with water. 
By forcing down on the handle the water is 
forced through the pipe with very great 
pressure. This removes the obstruction ana 
clears the pipe in a very short time. The 
rubber cup plunger is 4 in. in diameter, ana 
the hardwood handle is 3 ft. long. It saves 
the trouble and expense of calling for a 
plumber, and will more than pay for itself 
if used only once. Regular 5 0c value. 
Weight. 1% lbs. Our price r each 



Pouring Ladles 



2C508GO— Steel bowl, with wrought Iron 
handle. 

Size across bowl, 3 in. Weight, 12 „ oz. 

Each 14c 

Size across bowl, 4 in. Weight, 1 lb. 

Each 16ic 

Size across bowl, 5 in. Weight, 1 *4 lbs. . 
Each 20c 




Melting Pot 



3C50861— Cast iron Melting 
Pot. For use with our furnace 
No. 2CP5 0820. Shipping 
weight. 2% lbs. 9ft a 

Each 




3C55018 — Spring 
Gauge Proving Set, 
for testing out gas 
piping systems, etc. 

A safe and sure 
method of detecting 
slow leaks. Outfit 
consists of heavy 
brass cylinder hand pump, with heavy rubber 
hose, spring pressure gauge, relief cock, ana 
couplings. A high grade outfit, fully guaran- 
teed. Shipping weight. 2 0 lbs. Cfi ill 
Each tpu.-xv 



Force Pump Cleanout 



3Cf>G51>4f— Solid Brass Cylinder Force 
Pump. With heavy rubber cup head, as shown. 
For forcing out obstructions in closet bowls, 
basin and sink traps, etc. Rubber cup is 
held stationary to mouth of pipe, and plunger 
is worked up and down, drawing in water 
and forcing it out again with great pressure. 
A quick and sure remedy for stopped up pipes. 
No home should be without one. Shipping 
weight, 5 lte. $1.35 

Roller Pipe Cutter 



Each 



Cold Chisels 

3C54720— Best Cast Steel Cold Chisel. For 
cutting iron soil pipe, etc. Soil pipe is notched 

around its circumference with this chisel and 
can then be easily broken off. Octagon shape. 
Tempered and ground. Standard grade. 

Size %ln. %ln. 1 in. 

Weight Hlb. lib. 2 1be. 

Each 60 He 10c 




Simple and strong In constructron. The 

working parts are made of the best tool steel. 
A very easy cutting tool. The cutter wheel is 
same as used in Saunders' cutter. 
3CS5304— Cuts pipe, % to 1 in. I*]* 

Weight, 3% lbs. Each ■ 

Extra wheels. Each •«£ 

3C~530CV-Cuts pipe, % to 2 in. $1.16 

Weight, 7Yt lbs. Each * A •*J 

Extra wheels. Each - - »C 




Asbestos 
Soil Pipe 
Joint 
Runner 

&C55620— 
A very handy 
device for 

rring lead 
soil pipe 
Joints where 
Joints lie 
h o r I zontally. 
This is the 
very latest type 
and most improved joint runner on the mar- 
ket. Made of square asbestos rope of strong 
fiber composition and fine weave. Rope is 
capped with brass ferrules on end and special 
patented thumb screw and clamp which holds 
rope in place, with extension lip for lead 
pouring. Is the most perfect device of its 
kind. Holds the rope firmly and snugly 
against the pipe, making leakage of the lead 
impossible. The square shaped asbestos rope 
is a big improvement over the old style joint 
runners where the round rope was used. A 
much closer fit can be secured around the 
joint, which does away with much lead 
waste. One of these joint runners will last 
for years with a reasonable amount of care, 
and is suitable for from 2 in. to 6 in. soil 
pipe. The clamps and thumb screws are of 
wrought steel; the pouring cup is of malleable 

E r a«h .5^..^j!f: 
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EVERY REASON IN THE WORLD WHY YOU SHOULD HAVE ONE OF OUR SPLENDID 




TOKSM3NM 

FOR PERMANENT INSTALLATION 

(JEM ?r E F MA %f N T ,N ?L ALI T AT, £ N , in Residences, Apartment Buildings. Stores, 
Schools, Hotels. Theatres, Libraries, Hospitals, Factories, Garages, Livery Barns etc — 
wherever it is desired to have things dustless and sanitary. Also excellently adapted for 
commercial portable work. 



POWER 1 
DRIVE 




OUR GUARANTEE 



We absolutely guarantee, and stand back of our "Victor" Vacuum Cleaning Machine. 
If you find our "Victor" Vacuum Cleaner unsatisfactory after 3 0 clays' trial, the machine 
may be returned at our expense and all your money, including freight charges, will be 
cheerfully refunded. Could anything be fairer? 



EASI LY AND CHEAPLY I NSTALLED IN ANY BUILDING BY ANY MECHANIC OR HANDY MAN 

WMi>A\ THE OLD WAY 




Furniture moved, 
dust raised and in- 
haled, wear and 
tear on housewife 
and furnishings. 



THE NEED OF EFFICIENT CLEANERS 

Dr. Evans, former Health Commissioner of Chicago, says in the Chicago 
Tribune: "Statistics show that carpet beaters die from consumption like flies 
in autumn. Though it cannot be shown by statistics, they revel in colds 
during the Spring cleaning season. There they stand, breathing in the germ- 
laden dust, the dust that the housewife knows she must get rid of if her 
family is to keep well. The danger of carpet beaters' and sweepers' dust, 
though, lies in the fact that not all die from it, and none of them drops 
dead as he beats. If they did, carpet beating and sweeping would stop at 
once." 

Our "Victor" Stationary Vacuum Cleaners have a suction so powerful as to 
draw the dirt right out of carpets, drapes, furniture, etc., and pass it 
directly down to the machine, without scattering any of the deadly dust in the 
air to be inhaled. 

Once you have tried our powerful "Victor" Vacuum Cleaner, and have 
seen the astonishing amount of dirt it sucks up by merely passing the cleaning 
tool over rugs, carpets, drapes, furniture, clothes— all this without stirring up 
any dust — you will be really an exception if you do not say that you would 
rather have paid twice our price, than remain without this powerful labor- 
saving, health-protecting Cleaner. You save the expense of brooms and dusters 
and the wear and tear on your furnishings. 



THE NEW WAY 




No f u r n i ture 
moved, no dust or 
germs inhaled, no 
wear on anything 
—a happy, healthy 
~ ife. 



housewil 



Jrt. ?* 1Iing , direct to the consumer, we are able to sell these machines at our low prices which are only about 
one-half of those charged by other large concerns for similar machines. "Victor" Stationary Cleaners are easily and 
cheaply installed in any building. 



DESCRIPTION OF OUR "VICTOR" VACUUM CLEANERS 

Our machines are substantially constructed, and free from complicated parts. No valves to get out of order No 
attention sm to give trcmble - A machine that will give satisfactory service for a lifetime, with but ordinary 

tiJS&Sin or e 4 xnauster , ls of the two-shaft type. This type has proved to be the most efficient form of construction 
ine shafts turn in opposite directions, carrying two non-rusting suction blades (impellers), which fit closely to the iron 
case in which they are enclosed, and to each other, but do not touch. This slight clearance is sealed by water which 
• as the Pxhfli^tPr win ftno r« tn & automatically circulated through the pump itself. When there is danger of freezing, this water may be drawn off 

SA^^&^1?^f!Srf a ?&% , Wlt , h0Ul i **' S h ? rapid evolutions of the blades produce a powerful, continuous suction. From the exhauster the 
SS^^itS? &%^^jSm^^J!f^LJ^^^ UlK ^^ a vacuum gauge, which indicates whether or not machine is operating 
properiy ai tne top a relief valve is mounted, which serves to prevent overloading your engine or motor when all the hose inlets are closed u »*™ llu * 
wJferi h2J?JE rt H,?- a S? er < is I lo08e „P}u«. connected by a chain to the double 
he SnfflflZ^f' W £ en p « ulled \ tllis plu S shakes aild clea,ls 

fW nf g '«i? ™i g S * ab iC frc ? m becomin 8 clogged up and restricting the 
§25 oL™~ HJ hese + v, parts are r *. at L lly accessible from above by loosening bolts 
{? am P + dov Jw th ,? C0 J er - and by opening the union in the pipe. The dirt 
!?J??3J?J^J^* , *S^-ft«»^» suction hose, or pipe, through an opening 

" while 



82 u^t Ce "}*LZLlW k A ¥ 0 ^ 01 11 P ro mptly falls to the bottom Sf tank, ... 
the light, feathery dust flies against the canvas bag. That which does not 
drop off when the machine stops will drop when the bag is shaken occasionally 
Ht c ™L/ irt f ? S emptled through the removable bottom plate, and may be 
coSained therdn * l ° aV ° id any danger from disease * erm * 

PARTS OF * VICTOR" CLEANERS 

„*A' o C0 " neCt3 <> n with Vacuum Pipe leading up through the building, or 
with Suction Hose when used as a portable outfit b ' 

deSsit??t W in the a "afik CanVa$ •^ a ll**»M Ba 9- Condenses the dust and 

5" 5 a F, , Shaker p,u 9- Connected by chain with dust-separating bag ' 

4. RelM Valve. To prevent overloading the power supply 

5. Circulating Water Pipe. For sealing slight clearance in Exhauster, 
fe. Impellers. They create the Suction the same as a plunger in a pump 

but without valves or other troublesome parts. ^ 

cerTain W le^'!" filliin9 P,Uff * Watef iS added here occasionally to maintain" a 
8. Air Exhaust. Point from where the cleaned air is discharged. 

ACCESSORIES FURNISHED WITH EACH MACHINE 

As regular equipment, we furnish with each machine the following accessories- 
2 nickel plated self-closing inlet valves for wall or baseboard; 3 0 feet of 
1 -inch green silkolene braid-covered vacuum hose, to fit inlet valves and clean- 
ing tools; 1 four -foot nickel plated hollow cleaner handle, with swivel joint- 

1 Sel Plated, \tlrrow, TXh °&t VSKLSf&l f 1" nickeTputed 'fe! 

We also include a 1 -quart can of lubricating oil; an oil funnel for filling 
the bearings on exhauster; a water funnel for filling water reservoir in the 
vllk INCHPLU6 * base of exhauster; a dirt pan for emptying the dirt from the bottom of dirt 
" lULiuru on" no a, a, akm V ca *?iber. Illustration does not show these. 

1 6 INCH 90 DRAINAGE Y Our booklet with full instructions is also included. 
-i '6 inch conn on pipi 



WE HAVE A 
SPECIAL 14- 
PAGE BOOKLET 

DESCRIBING 
OUR "VICTOR" 

VACUUM 
CLEANING MA- 
CHINES 
WHICH WE 
SEND POST- 
PAID 
ON REQUEST 



BELT LEAPS 

TO GAS 
ENGINE OR 
ELECTRIC 
NOTOR FOR 
DRIVING - 




SATISFACTION 
GUARANTEED 
OR MONEY 
REFUNDED 



N?8 



(Sectional View) 



SPECIFICATIONS AND PRICES 



Catalogue No. of 
"VICTOR" CLEANERS 

Floor Space 

Height 

Approximate Weight 

Standard Pulley furnished. 

Revolutions per minute 

Air passed, per minute 

Minimum power required .... 
Price, at factory, In Northern 
Illinois 



5CF50740 

(Size No. 1) 



13x2 6 Inches 
40 Inches 
19 0 Lbs. 
5x2 In. Face 
1700 
4 0 Cu. Ft. 
% H. P. 

SS8.5Q 



5CF50742 

(Size No. 2) 



2 2x32 Inches 
49 Inches 
3 80 Lbs. 
9x3 In. Face 
850 
8 0 Cu. Ft. 
1 V£ H. P. 

$142.00 



This is the way most people install their "Victor" 
Cleaner. It is simple, inexpensive and out of the 
way. Requires regular l V6 inch pipe and 1 % inch, 
90 degree drainage type Tee Y's as elbows or tees. 
These fittings are so formed that by their use a 
uniform diameter is maintained throughout the 
vacuum line. This is explained on Page 4 7. where 
Drainage Fittings are fisted. Where desired, the 
vacuum pipe may be simply run up through the 
first floor, and a flush floor-inlet attached at the 
end of the pipe on the first floor. This very simple 
way is especially adapted for one-story houses; it 
would, however, necessitate a rather long length of 
hose to reach .rooms on an upper floor in houses of 
two stories. 



_ IMPORTANT— If you already have an engine, be sure to give 

ff ; w a s( ! inT ter flt ai ?, d width of P ulle y- and of fl y wheel as 
well We will then fit the Cleaner with a pulley of suitable size 
to obtain the required speed 

SUCTION HOSE 
5CF50732 " e *vy Rubber Suction Hose. Is 1% inch inside 
«*£m* ™£k diameter Wire insertion. Used especially on 
portable outfits for leading from the dirt tank to the lighter 
siLkolene-covered Vacuum Hose used in the building (of which 
we supply a. 3 0 -ft. section with outfit). Weight, per foot, 9A„ 
S&&L2J£k Pr, £ e (at factory, Northern Illinois), per ft. . oUC 

5CF50733 S reen ,!" ka,ene fm^mmJL i-inch suction 

in ii * i?° feet inc 'uded with machine; occa- 

SSSS? m0F % d i slr ed). Fitted both ends with taper nipples. 
Weight, per foot, about % lb. on 
Price (at factory. Northern Illinois), per f oot . . . uUC 

CURRY COMB TOOL 
5CF50734 f lts - 52. th £ L silkolene-covered hose which Is 
OKslOVtO* furnished with cleaner. Gives excellent results 
on horses, cows, etc Removes dirt and insects without raising 
oust and odor. Weight, % lb. iltiZ 
Price (at factory. Northern Illinois), each 5JUC 



PIPE ETC, 

Order the Pipe (black or galvanized), 9 0° Drainage Y's, 
Floor Plates, Nipples, Couplings (wrought couplings will do). 
Reducers, reducing Bushings, etc., from other pages of this 
catalogue. 

If you cannot determine what pipe and fittings you will need, 
we will be glad to quote you a price on such pipe and fittings as 
will be necessary, if you will send us a sketch of each floor and 
basement, showing location, size, and height of rooms and height 
of basement, also thickness of floors. Our "Victor" Machines are 
easy to install. 

BELTING 

Order the belting, It you need it, from our large general Cata- 
logue. Use 1 % -inch leather belt for Size No. 1 Cleaner, and 
2 -inch leather belt for Size No. 2 Cleaner. If exposed to the 
weather, or used in a very damp place, we recommend the use 
of rubber or stitched canvas belting. 

ENGINES 

If you desire a gasoline engine for use with the "Victor" 
Cleaner, order it from our large general Catalogue. Use our 
' Dairy Maid" l horse power engine for Size No. 1 Cleaner. 
Use our "Bull's Eye" 2 horse power engine for Size No. 2 
Cleaner. 

IMPORTANT— If you order an engine from us, be sure to 
mention It in your letter, so that we may furnish the proper 
size pulley on the cleaner to give the required speed. If you 
already have an engine, be sure to give the following: Speed; 
diameter and width of pulley; diameter and width of fly wheel. 
MOTORS 

Write for price If you desire an electric motor to drive the 

C eaner. Give the following information: Size of Cleaner for 
which motor is wanted: Voltage of your electrical circuit; direct 
or alternating; Number of Phases, and Cycles per second, if 
alternating current. 
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ZSWINDMILL FORCE PUMP 

OUTFIT 



ALL COMPLETE*™! READY FITTED 

FOR TWENTY FIVE FOOT WELL 



PUMP INFORMATION 

How to Select a Pump That 
Is Best Suited to Your 
Requirements 

There is such a large variety of 
conditions to be met with in pump- 
ing water in different localities of 
the 'country, that it has become 
necessary to design many different 
kinds of pumps, each particularly 
well adapted to meet the conditions 
under which it is designed to work. 

In sections of the country where 
wells are very deep, the strain on 
the pump is necessarily much 
greater, and therefore the heavier 
style pump should always be 
ordered. 

Where the distance to the surface of the water is not 
great, a pump of lighter build answers the purpose more 
satisfactorily, as it is much easier handled, and will give 
just as satisfactory service under these conditions as the 
heavier type. 

Our pumps are furnished with and without windmill head 
for attachment to windmill or pump jack. 

Laws Governing Elevation of Water 

The general laws governing the raising of water by means 
of a pump are extremely simple, yet the principle is often 
poorly understood. Water theoretically can be drawn up 
vertically by suction in a pipe a distance of 30 to 33 ft. 
But it has been found in practice that the safe practical 
limit of lifting water by suction in this way is 25 ft. 

In other words, the cylinder of a pump should always be 
at least within 25 ft. of the top surface of the water in 
the well. As the water in some wells varies in depth at 
different seasons of the year, a margin of safety should 
always be allowed. 

For instance, if the lowest water level during the dry season of the year in 
wells in your section of the country is within ahout 3 0 ft. of the surface of 
the ground, then you can use one of our regular set length pumps. 

These set length pumps are all ready made, and assembled at the factory, 
as shown in the illustration on this page; that is, the working head of the 
pump and the cylinder are fitted together and adjusted, ready for operation. 
All that is necessary to do is to screw a length of pipe into the bottom of the 
cylinder, with a foot valve and strainer on the bottom. When the pump is 
operated, water will be drawn up by suction to the cylinder, and after reaching 
the cylinder, if the pump is a force pump, as shown in this illustration, the 
water can be lifted to the spout and drawn off; or the spout cock can be 
closed, and the water forced to an elevated tank, or to any distance desired. 

If pump is a llfjt pump, then water will simply be lifted to the spout, where 
it will flow freely as long as the pump is in operation. 



WINDMILL FORCE PUMP 

Complete Ready-made Windmill Force Pump Outfit. All cut and fitted 
ready to be placed in 25 ft- well, like illustration on this page. Pump is 
anti-freezing, with 3 in. cylinder set 4 ft. below pump standard. We 

furnish a length of 1% in. galvanized iron pipe 2 0 feet long, with foot 
valve and strainer, to reach the water in the well. When the pump arrives, 
all you have to do is screw the pipe and strainer into -the bottom of 
cylinder, as shown in illustration. Mount pump on a platform over the 
well and it is ready for action. 

This is a very desirable Force Pump, with windmill head for forcing 
water to elevated tanks, stock watering troughs, etc. It is furnished com- 
plete with cock spout and hose couplings, as shown in illustration. Back 
of spout is tapped for 1*4 in. iron pipe. This opening is closed with a 
screw plug, which is removed if you wish to connect a discharge pipe to 
the pump at this point. 

Stroke of pump, 6 in. This pump is suitable for all wells where lowest 
level of water is not more than 3 0 ft. from surface of ground. If water 
in your well is at a greater distance than this below ground level, it will 
be necessary for you to order one of our deep well pumps, listed on follow- 
ing pages. Weight of outfit, 140 lbs. 

3CP55834— -Complete Windmill Force Pump Outfit, as described and 
illustrated on this page. <UQ Hgj 

For wells 2 5 ft. deep «pO. iD 

3CP55S35— Complete windmill Force Pump Outfit, as Q OA 

described. For wells 30 ft. deep •/•^V . 




The Lift Pump 

Where it is desired simply to draw water at 
the pump, a plain lift pump answers the pur- 
pose, and should always be ordered. It is of 
simpler construction than the force pump, and 
easier to operate. Do not order a force pump, 
therefore, if a lift pump will serve your purpose. 

The Force Pump 

The force pump is essential where it Is de- 
sired to pump water to an elevated storage tank, 
or to a distant stock watering trough, etc. it 

is built as shown in illustration on this page. 
The Pump rod works through a water-tight 
stuffing box in the pump head, and the pump 
head is tapped for 1 $fc in. iron ■ pipe, just in 
back of spout; so that by running a pipe from 
this connection to an elevated tank or distant 
trough, the water may be forced or elevated any 
reasonable distance by closing the spout cock 
shown in illustration. 

A check valve should be placed in this dis- 
charge pipe leading from back of pump, so that 
water pumped to tank cannot return. When it 
is desired to draw water from pump at spout, 
it is simply necessary to open the spout cock. 
When the pump is started, the water can be 
drawn, directly from the spout. 

For Forcing Water to a 
Distant Point Under 
Ground 

Where it is desired to force water to an elevated storage 
tank at a distant point, or to a pneumatic tank for storage, 
and it is desired to carry piping under ground for protec- 
tion from freezing, then it is necessary to use a three-way 
force pump. 

This pump is fitted with a three-way cock, located in 
well pit below frost line, and is operated at spout, so that 
water can be directed either through underground pipe, or 
drawn off at spout, as desired. 



Cylinder For Shallow Wells 



For real shallow wells, where the water comes to the 
surface within 20 feet or so, and where it is not desired 
to operate pump with windmill, our horizontal double- 
acting pumps 3CP55931 or 3CP55936, are recommended. 
These are very efficient pumps. It is simply necessary to 
connect a pipe to the suction inlet on the pump, and extend 
it down into the well. 



Set Length Pumps 



The advantage of set length pumps lies in the fact that 
they come to you all ready made. No trouble of fitting, 
connecting, etc., after they reach you. Simply extend a 
piece of pipe out of the bottom of the cylinder, down below 
the water level of the w r ell, with strainer, as before ex- 
plained, and the job is done. 

If the water in your well does not get lower than 30 feet 
below the surface of the ground, we advise that you order 
a set length pump, and will guarantee it to give you satis- 
faction. 

How To Order 

We give in the following pages a clear detailed description of all the differ- 
ent pumps we list. We have a variety of pumps sufficiently large to cover 
every possible requirement, and you should have no trouble in selecting a pump 
from this list that will fully meet any conditions that you may have to contend 
with. 

The particular advantages of each different type of pump are fully explained. 
In selecting a pump that will best meet your requirements, read the descrip- 
tions of these various pumps carefully, and you 
will surely find the pump you are looking for. 

After you have selected the proper pump, you 
can refer to price list table on Pages 55 and 56 
of this book, where you will find price quoted for 
pump outfit complete, for any depth of well. 
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IRON WELL PUMPS THAT GIVE SATISFACTION 



Our line of Pumps, Pump Cylinders, Fittings and Pump Supplies listed on these pages, is 
of the very best manufacture. Our cast iron pump standards are made from the very best 
quality soft gray iron, clean, smooth castings, carefully filed, finished and painted. They 
are properly designed and constructed. These pumps should not be compared to the many 
light weight, inferior pumps to be found on the market. They are strong, substantial and 
durable, and are intended and guaranteed for long, continued use 

We have endeavored in the description of each of the different pumps listed to explain 
just what particular conditions each particular pump is best adapted for. If you will read 
the descriptions carefully, and also the general instructions given on Page 51 you should 
have no trouble in selecting the pump which is best suited for your requirements If you 
are in doubt, write us explaining the conditions that you have to contend with giving depth 
of well, lowest water level (measuring from surface of ground), and diameter of well 
State whether you wish a lift pump or a force pump; and whether you wish to connect to 
windmill; or if you wish to use a plain hand pump. On receipt of this information we will 
prepare a complete estimate for you, and our proposal will be sent to you by return mail. 

FITTING PUMPS COMPLETE 

For fitting pumps complete ready to put in the well, we make a nominal charge to cover 
the cost of steel plunger rod and the labor involved, as follows: For fitting cylinder down 
ft * . or less ' 5() ? : , for , each additional foot, 5c per foot. Please n'ote that this charge for 
fitting does not include the suction pipe. Pipe is always charged extra, depending upon the 
size and kind wanted. 



EXAMPLE 

xu PUM ,. p 0UTFIT . fitted complete, ready for a well 120 ft deep, with 3G ft. of water in 
the well. 

^SERsSH^ - 1 PumP. 6 in. stroke, 1% in. pipe size 

&HHHBfcr 1 Brass Bod y Cylinder, 3x1 0x1% 

3CP5602— 120 ft., 1% Galvanized Pipe 

Labor and Rod, fitting cylinder down about 100 ft. at 5c a ft 

Total " ' 

,. J*** _fM»j of course, use any of our pump standards, either brass or • troki i ' cylinder, and 
either black or galvanized pipe, but the above example shows you what items are necessary. 

For the convenience of our customers we have prepared, on pages 55 and 5(> of this book, a 
complete table giving the price of all of the different pumps we list, fitted complete for various 
depths of wells. After you have selected a pump, if you will refer to this table you can tell im- 
mediately just what th© outfit will cost you all complete, ready cut and Acted for your well so 
that when the material reaches you, all you will have to do is to screw the sections of nine 
and rod together. v 
You can order right from this page. Send us remittance to correspond with the amount 
given in this table, stating pump you want, size of cylinder and depth of well. The outfit 
will be shipped to you immediately. You will not have to delay writing for any special esti- 
mate. If you have a special case, and do not find a pump outfit listed in this table that 
covers your requirements, be sure to write us. We make no charge for estimates, and will 
be pleased to make you a complete estimate, whether you wish to place your order or not. 



Substantially Built Easy 
Working Lift Pump for 
Wells of Moder- 
ate Depth 

$2^5 

Well Lift Pump 
Stan dard. of 
heavy construc- 
tion, and cor- 
rectly designed. 
Pump is very 
easy working and 
may be used for 
pumping from 
wells up to 50 
ft. deep. For 
deeper wells we 
recommend our 
heavier pump 
standards, listed 
on this page. 
Price quoted is 
for Pump Standard only, as shown in illus- 
tration. In figuring complete outfit it is neces- 
sary to add pump cylinder, and sufficient pipe 
and pump rod, so that cylinder may be placed 
in water. For greatest efficiency we recom- 
mend that cylinder be immersed in water. 

This pump is a lift pump, intended for 
raising water only to spout. It cannot be 
used to force water to elevated tank or water 
supply system. Water may be conveyed from 
pump spout to stock watering trough, etc., 
through the use of one of our pump spout 
attachments (No. 3C558J)0), listed at bot- 
tom of Page 57. 

Attention is also called to the fact that 
it is a hand pump and cannot be attached to 
windmill or pump jack. Pump is tapped to 
receive 1*4 in. iron pipe, for extension down 
into well. Shipping weight, 40 lbs. 
3CP55840 1 — G in. stroke. 

Each $2.25 

NOTE— For price of the above standard, fit- 
ted complete, for any depth of well, with dif- 
ferent size cylinders, iron or brass lined, see 
table on Page 55 of this book. 




A Strong and Durable 
Lift Pump with Wind- 
mill Top for Deep 
or Shallow Wells 

$Q45 




This Pump Standard 
may be used in con- 
nection with windmill 
or pump jack, for 
pumping water from 
wells up to lOO feet 
deep. It is a very 
carefully designed pump 
standard, of practically 
the same build as our 
No. 3CP55840. ex- 
cept that it is of heavier 
construction, and designed for windmill or 
pump jack connection. 

This standard can be used as a lift pump 
only. It cannot be used to force water to 
elevated tank or water supply system. Water 
may be conveyed from spout to stock water- 
ing trough. ete„ by using pump spout attach- 
ment (No. 3C55890), shown at the bottom 
of Page 5T. Iron pipe is screwed into this 
attachment, and the water flows by gravity 
from the spout to the tank which it is de- 
sired to fill. Tank, of course, must be placed 
lower than pump spout. 

Prices quoted below are for Pump Standard 
only. For complete pump outfit it will be 
necessary to add pump cylinder and suf- 
ficient pipe and pump rod so that cylinder 
may be immersed in water of well. Standard 
is tapped for 1%, 1%. or 2 -inch pipe for 
extension down into well. Size pipe required 
will depend upon size cylinder ordered. For 
pump cylinders, pump rod, etc., see Page 58. 
Shipping weight, about 00 lbs. 
3CP55842— Six Inch stroke. 

Bach $3.45 

3CP55843— Ten inch stroke. 

Each $3.90 

NOTE—For price of the above standard, fit- 
ted complete for any depth of well, with dif- 
ferent size cylinders, iron or brass lined, see 
table on Page 55 of this book. 



Large Capacity Stock Pump 
with Windmill Top 



$£10 



Heavy Lift 
Pump Standard, 
with extra large 
spout. Designed for 
stock pump, 
where a large 
amount of water is 
required. Suitable 
for wells up to 
lOO feet deep. 
The spout has a 
full 2 In. opening. 
The body of the 
pump is large in 
proportion. Tapped 
for 2 in. or 2% 
in. suction pipe 
from well. 

This is a lift pump only. It cannot be used 
as a force pump, to force water to elevated 
tank or water supply system. Water, how- 
ever, may be conveyed from spout by using 
pump spout attachment, same as explained in 
connection with our pump No. 3CP55842. 
Price quoted is for pump standard only, as 
described. For complete outfit it will be 
necessary to add pump cylinder and sufficient 
pipe and pump rod, so that cylinder may be 
immersed in water of well. Shipping weight, 
80 lbs. 

3CP55846— Six inch stroke. 

Each 




CP55847— Ten inch stroke. 

,ch 



.$5.10 
$5,60 



Size tapping in pump and length of stroke 
will depend upon size of cylinder. In ordering, 
be sure to give sizes correctly. 

NOTE — For price of the above standard, 
fitted complete for any depth of well, with 
different size cylinders, iron or brass lined, 
see table on Page 55 of this book. 



| Windmill Force Pump 
with Long Oscillat- 
ing Fulcrum Link 

no 



Our new Force Pump 
with long, oscillating ful- 
crum link, pivoted at base, 
as shown in illustration. 
This relieves the cap 
from strain, reducing 
friction, and making 
the pump much easier 
working. Suitable 
for wells up to 
lOO ft. deep. 
This is a force 
Jp u m p , and 
used for forcing 
elevated tank, or 
water supply system, stock 
watering trough, etc., any dis- 
tance away. Used in this way, 
pump should b fitted with 
cock spout. Ordinarily furnished with open 
spout for %-inch hose attachment. 

If cock spout is wanted, be sure to specify 
on order and add 80o to prices quoted. 
Standard is fitted for 1*4. IVz. or 2 -inch 
suction pipe. Size of pipe and length of 
stroke will depend upon size of cylinder. In 
ordering, be sure to state size wanted. Prices 
quoted are for pump standard only. For com- 
plete outfit add cylinder, and proper size pipe 
and pump rod, so that cylinder may be im- 
mersed in water of well. Ship, weight, 70 lbs. 
3CP55854— Six inch stroke. Each$5.10 
3CP5585<*— Ten Inch stroke. Each 5-60 
NOTE— For price of the above standard, 
fitted complete for any depth of well, with 
different size cylinders, iron or brass lined, 
see table on Page 55 of this book. 




Strong Heavily Duilt 
Windmill Force Pump 
for Deep Weils 

$J55 



Force Pump, for 
windmill or h a n d 
use. Has a bolted 
top and an extra 
large solid piston 
rod. A strong, 
durable ■ pump, 
guaranteed to give 
satisfaction in the 
hardest kind of 
service. This stan- 
dard may be used 
for wells up to 
lOO ft. deep. 

This is a force 
pump, tapped in 
back of spout for 
1H in. pipe, so that water may be forced 
to elevated tank, water supply system, or 
stock watering trough, any distance away. 
When used in this way it will be necessary 
to have a cock spout. Pump is ordinarily 
furnished with open spout and detachable 
nipple for connection to %-inch hose. 

If wanted with cock spout, add 80c to 
prices quoted. Fitted for 1*4, 1%, or 2-inch 
suction pipe. Size of suction pipe and length 
of stroke will depend upon size of cylinder. 
In ordering, be sure to state what size suc- 
tion pipe standard is to be tapped for. 

Prices quoted below are for standard only. 
For outfit complete, add pump cylinder and 
sufficient pipe and pump rod of proper size, 
so that cylinder may be immersed in water 
of well. Shipping weight. 70 lbs. 

3CP55850^-Six inch stroke. 

Each $4.55 

3CP55851— -Adjustable stroke. 

Each $5.0O 

NOTE— For price of the above standard, 
fitted complete for any depth of well, with 
different size cylinders, iron or bras lined, 
see table on Page 55 of this book. 




Windmill Force Pump with 
Air Chamber in Top. 
Strong and Substan- 
tially Built 

$yl45 




A neat, solid and com* 
pact Force Pump Stand- 
ard, for windmill or 
pump jack connection. 
Suitable for wells up to 
lOO ft. deep. Standard 
is tapped at back of 
spout for lM in. iron 
pipe. This is a force 
pump, and may be used 
to force water to ele- 
vated storage tank, stock 
watering trough, or water 
supply system, any distance away. Used in 
this way it is necessary to have pump fitted 
with cock spout. Pump is ordinarily fur- 
nished with open spout, with detachable con- 
nection for % in. hose. If cock spout is 
wanted, add 80c to prices quoted. Standard 
is tapped for 1%. 1V 2 or 2 in. suction pipe. 
Size of pipe and length of stroke will depend 
upon size of cylinder. 

Prices quoted are for Pump Standard only. 
For complete outfit add cylinder and suffi- 
cient pipe and pump rod, so that cylinder 
may be immersed in water. In ordering, be 
sure to state what size suction pipe standard 
is to be tapped for. Shipping weight, 70 lbs. 
3CP55858— Six inch stroke. Each.. $4.45 
3CP5585{K-Ten inch stroke. Each.. 4.95 
NOTE — For price of the above standards, 
fitted complete for any depth of well with 
different size cylinders, iron or brass lined 
see table on Page 55 of this book. 



Geared Head Force Pump 
with Windmill Top. 
Easy Working. Strong 
and Durable 

$4 80 




Geared Head Force 
Pump, with windmill 
top. An easy-acting 
pump of large capacity. 
Strong and substantial. 
Scientifically designed to 
give the greatest efficiency 
with least exertion. It 
is without any question 
the easiest working pump 
on the market. Suitable 
for wells up to lOO ft. 
deep. Tapped at back 
of spout for 1M in. iron pipe. 

This is a force pump, and may be used for 
forcing water to elevated tank, or water sup- 
ply system. Used in this way pump should 
be fitted with cock spout. Pump is regularly 
furnished with open spout. If cock spout is 
wanted, add 80c to prices quoted. Tapped 
for lVt. IVz or 2 in. suction pipe. Size of 
suction pipe will depend upon size of cylinder. 

Price quoted below is for Pump Standard 
only. For complete outfit add pump cylinder, 
and sufficient suction pipe and pump rod so 
that cylinder may be immersed in water of 
well. Shipping weight, 70 lbs. 
3CP55862— Six Inch stroke. Each..$4.SO 
NOTE — For price of the above standard, 
fitted complete for any depth of well with 
different size cylinders, iron or brass lined, 
see table on Page 55 of this book. 



Extra Heavy Force Pump 
Built for Heavy 
Pumping and 
Hard Usage 

$f»25 




For windmill or 
hand use. A pump 
that Is built with a 
view of withstanding 
very hard usage. Has 
large air chamber on 
spout with top outlet 
tapped for 1 % in. 
pipe, to which pipe 
can be connected when 
it is desired to pump 
water to a tank or dis- 
tant point. Used in 
this way it will be 
necessary to plug 
spout. This is easily done by simply insert- 
ing a piece of stiff leather over spout and 
tightening hose clevis over it to hold it in 
place. Pump is regularly furnished with plain 
spout, fitted with one inch detachable hose 
coupling. 

Prices quoted are for pump standard only, 
as illustrated. For complete outfit add proper 
size pipe, cylinder and pump rod, so that 
cylinder may be immersed in water of well. 
Standard is tapped for l x k or 2 in. suction 
pipe. Size suction pipe will depend upon size 
of cylinder. In ordering, be sure to state what 
size pipe Standard is desired to be tapped for. 
Shipping weight, 8 5 lbs. 

3CP558<>5— Six inch stroke. Each. .$7.25 
3CP5580U— Ten inch stroke. Each.. 7.75 
NOTE — For price of the above standards, 
fitted complete for any depth of well with 
different size cylinders, iron or brass lined, 
see table on Page 55 of this book. 
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EVERY 
PUMP 
GUARANTEED 



WINDMILL FORCE PUMPS 



OUR 
PRICES 
ARE LOWEST 




Double Acting 
Force Pump 

Pumps Water on Both Up 

and Down Stroke. 
Giving Steady $Q55 
Stream O 



3CP55S70— Double Acting Hand 
Force Pump, with 6 In. stroke. 
Anti-freezing. Suitable for wells 
not exceeding 30 ft. In depth. 

£ R Pumps on both the .upward and 

downward stroke, and throws a 
steady stream of water. It is a 
very easy working pump, of strong, 
substantial construction. Can be 
furnished with three-way cock, for 
conducting water through under- 
ground pipe, if desired. Three-way 
cock can be operated from pump 
platform. Pipe can be carried 
underground to convey water to 
pneumatic storage tank, or elevated 
storage tank, located at any distant point. 

The advantage of this pump is that a pipe 
connection may be taken off down below frost 
line, and when three-way cock is opened the 
water goes through the underground pipe, and 
no water whatever comes up to the spout of 
the pump. It is absolutely frost proof. 

Prices are for pumps complete with cylinder, 
and galvanized 7 ft. set length, as shown. 
Spout of pump is fitted with three-quarter 
inch hose coupling. This pump, as shown, can- 
not be used in wells where the distance to 
the surface of the water is over 30 ft. But 
by adding another cylinder, can be used in 
any depth well. Width of set length, about 8 
in. Shipping weight, 105 lbs. 



No. 


Size of 
cylinder 
in. 


Forpipe 
size in. 


Price with 
iron 
cylinder 


Price with 
brass lined 
cylinder 


1 


3% 1 


I 1 /* 1 
1V 2 1 


,%N.55 1 
i>35 1 


$ 9.75 

3.0.55 



If wanted with three-way cock, add $1.50 
to above prices. 

NOTE — For price of the above pump, fitted 
complete for any depth of well with different 
size cylinders, iron or brass lined, see table 
on Page 5<? of this book. 



Double Acting 
Force Pump 

w ith Windmill *\ Qft 
top. Gives Ml tW 

steady stream J> 
ol water 

3CP55872— Double Acting, Anti- 
freezing Force Pump, with windmill 
top, like illustration. This is a set 
length pump, and can only be used 
in wells where the water comes 
within 30 ft. of the ground level. 
Excepting by adding another cylin- 
der, when it can be used in any 
depth well. Pumps water on both 
upward and downward stroke, 
throwing a steady stream. Pump 
can be fitted with three-way cock, 
for directing water through under- 
ground pipe to pneumatic supply 
system, or elevated water storage 
ank, distant stock watering trough, 
ttc. 

Pump is anti-freezing. Fur- 
nished complete with cylinder al- 
ready set and fitted, assembled with 
pump standard, as shown in illus- 
tration. Cylinder is set at a point 
7 ft. below base of pump stand- 
ard. 

Prices quoted below are for pump stan- 
dard, with set length and cylinder, as illus- 
trated and described. For complete outfit it 
will be necessary to add pipe of proper size 
to extend down to lowest water level in well, 
with foot valve and strainer. No extra pump 
rod necessary. Water will be drawn up by 
suction to cylinder. 

Pump is similar in all respects to our 
pump No. 3CP55870, except that it has 
windmill top for connecting to windmill or 
pump jack. Set length is 7% inches, heavily 
galvanized. Pump is fitted with three-quarter 
inch hose coupling. Width of set lengths 
about 8 in. Shipping weight, 115 lbs. 




No. 


Size of 
cylinder 
in. 


Forpipe 
size in. 


Price with 
iron 
cylinder 


Price with 
brass lined 
cylinder 


1 

2 


1 U 1 


1% 1 


$ 9.30 
IO.IO 


1 $10.40 
1 11.20 



If wanted with lower three-way cock, add 
$1.50 to above prices. 

NOTE — For price of the above pump, fitted 
complete for any depth of well with different 
size cylinders, iron or brass lined, see table 
on Page 56 of this book. 



Three-way Windmill 
Force Pump with 
Improved Dis- 
tributing Valve 

$£40 

Three-way, Anti-freezing, Wind- 
mill Deep Well Force Pump, with 
Improved vertical distributing 
valve. This pump can be used 
in open wells, or in the narrowest 
tubular wells of any depth. The 
great feature of this pump is 
the lower distributing valve, oper- 
ated by the small wheel handle 
shown at top of pump spout in 
illustration. This valve is oper- 
ated the same as an ordinary 
globe valve, and by turning this 
wheel handle, the water may be 
directed through the underground 
or water supply system, or ele- 
vated storage tank, distant stock 
watering trough, etc. 

Pump is absolutely frost-proof, 
as all this piping may be car- 
ried entirely underground well be- 
low frost line. If it is desired 
to draw water at spout, simply 
open three-way valve and water 
will be shut off from tank and 
will be directed through upright 
pipe to spout, as shown in illustration. 

Price includes pump standard only, with ex- 
tension below pump base with three-way valve, 
as shown. Spout of pump is fitted with three- 
quarter inch hose coupling. Three-way valve 
head, into which suction pipe is screwed, is 
tapped for one inch discharge pipe, and 
1 %. or 2 inch suction pipe. Size of suction 
pipe will be determined by size of cylinder. 
For complete outfit, add pump cylinder, pump 
rod and suction pipe to extend cylinder down 
below water line of well. Length, from plat- 
form to lower elbow. 4 ft. 1 0 in. Shipping 
weight. 110 lbs. 

3CP55S75— Six Inch stroke. $8*40 

3CP55S70^fe'n ' inch* stroke.' QC 

Each °ry«f 

NOTE— For price of the above pump, fitted 
complete for any depth of well with different 
size cylinders, iron or brass lined, see table 
on Page 56 of this book. 




Double Acting Three- 
way Force Pump 
For Deep $005 
Wells O 

A Three-way. Double Acting Force 
Pump, with windmill head, furnished 
complete with upper and lower cyl- 
inders. This pump has a quick-act- 
ing, cam lever shifting device, and a 
lower three-way valve. The upper 
cylinder is of heavy drawn brass tub- 
ing. It has a large water way and 
spacious air chamber, so it will work 
easily against heavy pressure. This 
pump throws a steady stream of water, 
as it pumps on both the upward and 
downward stroke. Suitable for wells 
of any depth. 

This is one of the most practical 
double-acting pumps for pumping 
water from deep tubular wells, and 
is absolutely guaranteed to give sat- 
isfaction, operating under the most 
severe conditions. The double-acting 
feature produces a steady stream of 
water at the discharge end. Water 
may be conducted underground to ele- 
vated water storage tank, pneumatic 
water supply system, or stock water- 
ing trough, etc. 

Price quoted is for pump with set length 
and upper cylinder attached, as shown in 
illustration. Spout is fitted with three-quarter 
inch hose coupling. Lower cylinder is also 
included, but connecting pipe or pump rod 
required to extend lower cylinder down below 
water level of well are not included. In order- 
ing complete outfit, be sure to include pump 
rod and suction pipe to reach below water level 
of your well. Pump works easily against heavy 
pressures, and is made with 6 -inch stroke. 
Wei glit. 86 lbs. 

3CP55SSO— With 3-Inch iron cylinder, for 

E^h inch . pip ?: $8.05 

3CP55881— With 3'/2-lnch iron cylinder, for 
1% -inch pipe. $8#6() 

3CP55S82r-With 3-Inch brass lined cyl- 
inder, for 1 ^4-inch pipe. jjjg gfj 

3CP55SS3— With' 3'/ 2 -lnch ' brass "lined cyl- 
inder, for l^-inch pipe. £g 

NOTE— For price of the above pump, fitted 
complete for any depth of well with different 
size cylinders, iron or brass lined, see table 
on Page 50 of this book. 



Windmill Force 
Pump with 4 Feet 
Set Length lor 
Wells up to 30 Feet 
Deep $/?70 




6- 



A nti -freezing, with 
four foot set length, like 
Illustration. A substan- 
tially built set length 
pump, suitable for wells 
up to 30 ft. deep (for 
deeper wells see table 
on Page 55 of this 
book). Pump is all 
made up at factory, 
with cylinder connected 
to standard, and pump 
rod all fitted, and it is 
ready for immediate 
service when it reaches 
you. All that is neces- 
sary for you to do is to extend pipe 
from bottom of cylinder down to 
water in the well. 

Prices below are for pump stan- 
5" JL dard with set length cylinder, as 
T^Ea described and do not include any 
I W% Piping f°r extension down into well. 
I ■ I T,lis ls a force Pump, and is tapped 
1| back of spout for 1% inch pipe. 
I MjL By closing spout cock, water may 
V^Br be pumped to elevated tank, pneu- 
matic water supply system, or stock 
watering trough, any distance away. Spout 
is also fitted with three-quarter inch hose 
coupling. Stroke of pump, 6 in. Shipping 
weight, 90 lbs. 

3CP55828 — With 2'/2-lnch cylinder, for 

l&T*. pip ?- $6.70 

3CP55820 — With 3-Inch cylinder, for 

Ea1h inch . pipc : $6.95 

8CP55S30 — With :S'/2-lnch cylinder, for 

Isr* pii,e - $7.00 

3CP55SSti — With 4-ln* cylinder, for 

i«1h ,nch . plpe -. $7.70 

NOTE — For price of the above pump, fitted 
complete for any depth of well with different 
size cylinders, iron or brass lined, see table 
on Page 55 of this book. 



DOUBLE ACTING HAND FORCE PUMPS 

Our Horizontal Double-acting Hand Force Pumps, listed below, are mechanically perfect. 
The most easy working and efficient hand force pumps ever placed on the market. Furnished 
with or without combination air cylinder, for pumping air with water. Illustration at right 
shows pump with air cylinder attachment. Illustration at left shows pump without air 
cylinder attachment.' Vertical distance from pump to water should not exceed 25 feet. 



Double Act- 
ing Hand 
Force Pump 

65 




An easy-working, compact and substantially 
designed pump, for pumping water from cis- 
terns, shallow wells, etc., to elevated tanks, 
pneumatic water supply systems, etc. Also 
adapted for fire protection, filling boilers, as 
a deck pump, and for many other purposes. 
Has a cushion air chamber and brass piston 
rod. and valve seats. Tapped for 1^4 -inch 
suction pipe, and 1-inch discharge. Pump 
is mounted on board base, 8x24 in. Weight, 
6 5 lbs. WITH , R0N C YLINDER 
3CP55931— With 3-inch cylinder. 

Each 

WITH BRASS LINED CYLINDER 
3CP55f>32r-Wlth 2'/ 2 -inch cylinder. QO 

Each #fw«J 

3CF55J>33— With 3-inch cylinder. 

3CP55934^-'With ' 'aVa-lnch" ' cylinder, with 
air ^attachment. £Q 



$7.65 



Double 
Acting 
Geared 
Head Pump 

30 




This pump is the same as our No. 
3CP55030. except that It has a geared 
drive as shown in illustration, with roller 
bearing under sliding rack. It is smoother 
operating and easier working. One of the 
most perfectly designed pumps ever placed on 
the market. Tapped for 1*4 -inch suction pipe, 
and 1-inch discharge. Shipping weight, 65 
lbs. 

WITH IRON CYLINDER 
3CP55036— With 3-inch cylinder. JJ^O 

W I f H ' B R ASS* LI N ED ' CY LI N D E R 
3CP55937— With 3-inch cylinder. $() # 45 

WITH BRASS LINED ' CYLINDER AND 
AIR ATTACHMENT 
3CP55938— With 3-inch cylinder, 
with air attachment. $11.15 

NOTE— For pumping against high pressures into pneumatic tanks, etc., we recommend pump 
with 2'/ 2 -inch cylinder. For pumping into elevated tanks, etc., the 3-inch cylinder pump 
may be used. 



Set Length Well 
Pump with Windmill 
Head, Closed Top 

422 




For 30- 
Ft. Wells 
or Less 



With four foot set length. 
A substantial, well built 
pump for windmill or hand 
use. This is a lift pump, 
and cannot be used to force 
water to elevated tanks or 
water supply systems, etc. 
Pumps water to spout only. 
Water can be conveyed to 
stock watering trough, how- 
ever, by using one of our 
pump spout attachments. 
No. 3C5 5 8 90. as listed at 
the bottom of Page 5 7. 
Pipe is screwed into this 
attachment, and water flows 
by gravity to stock tank. It 
will be necessary, of course, to have 
stock tank set lower than pump spout. 

This is a set length pump, can be 
used only in wells not over 30 ft. 
deep. Prices quoted are for pump 
standard, with set length and cylinder 
all fitted and connected ready for serv- 
ice. When you receive the pump, all 
that is necessary to do is to screw 
pipe into bottom of cylinder, and make 
jextension down into well. Water will 
be drawn up by suction to cylinder. 
A foot valve and strainer should be placed at 
bottom of suction pipe below water line. 
Prices quoted are for pump with iron cylinder. 
Shipping weight. 7 5 lbs. 
3CP55S20-* With 2'/2-lnch cylinder, 
for 1^4 -inch pipe $4.20 
3CP5582i^with ' 3 -inch cylinder. 

Ea r ch iy4 :. in . ch . pi . pe : $4.25 

3CP55822^-With 3»/a-lncii cylinder 

f F°a r ch 2 " inch . p ! pe -... $4.50 

3CP55S23— With 4-inch oyilnder. ' n 

Ea'ch 1 ^ 1 ^..^ 6 : $5.10 

NOTE^For price of the above pump, fitted 

complete for any depth of well with different 
size cylinders, iron or brass lined, see table 
on Page 55 of this book. 
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SET LENGTH WELL PUMPS 



Piston 
Rod 





in 

IBM 




Suction 
^Pipe 



-Plunger 



cylinder 



^Check 
Valve 



^PlPE 



Light, Easy Working 
Pump with Adjust- 
able Handle 

$A80 



3CP5580O— Medium weight, 
anti-freezing, shallow well, set 
length Lift Pump. Pump is 
made up complete with 4 feet 
set length, as shown in illustra- 
tion. It is a medium weight 
pump, well built and suitable 
for wells in which water does 
not come over 30 ft. below 
surface of ground. For deeper 
wells we suggest the use of one 
of our heavier style pumps, 
listed in these pages. 



Pump has a 3x10 in. iron 
cylinder, with wrought iron Bet 
length and steel pump rod. It 
fitted for 1 Yi in. suction pipe, 
and is made in one size only, 
for hand pump. Has no extension for con- 
nection to windmill or pump jack. 

This is a lift pump, and cannot be used 
for forcing water to elevated tanks or water 
supply system. Is intended only for supplying 
water at spout. Water can be conveyed to 
stock watering tank by using one of our pump 
spout attachments, listed at the bottom of 
Page 57. An iion pipe is screwed into this 
attachment, and water flows by gravity from 
spout of pump to stock tank. It is necessary, 
of course, that tank be located near pump, 
and also at a point lower than pump spout. 
This is a very popular pump, and in many 
cases it answers the purpose just as well as 
any of the much higher priced pumps on the 
market. Weight, 52 lbs. Regular $4.00 
value. 

Each 

NOTE — For price of the above pump, fitted 
complete for any depth of ftell with different 
size of cylinders iron or brass lined, see table 
on Page 55 of this book. 




$2.80 



Standard Well Pump 
Strong and Durable 
Adjustable Handle 

$Q15 



Heavy pattern, 
anti-freezing, set 
length well Lift 
Pump. Pump has a 
4 ft set length. Is 
a strong. durable 
pump, well made In 
every way. Can be 
used in wells where 
the water does not 
come more than 3 0 ft. below level 
of ground. For deeper wells order 
a pump standard and cylinder 
separately, with sufficient pipe and 
pump rod so that cylinder may be 
, placed in water of well. 

This is a lift pump and cannot 
be used for forcing water to elevated 
tanks, water supply systems, etc. 
By using one of our pump spout 
attachments, however, water may 
be conveyed by gravity any reason- 
able distance, to a point lower 
than the pump spout. 

Prices quoted below are for pump complete 
with cylinders and set length, as described 
and shown in illustration. For complete out- 
fit, add sufficient 1 hi in. galvanized pipe to 
extend down to water in well. Pump is in- 
tended for use as a hand pump only. Has no 
extension for connection to windmill or pump 
jack. It is a highly efficient, easy working 
pump, and is guaranteed to give absolute 
satisfaction. Average weight. 60 lbs. 
3CP55804 — With 2'/ 2 -»nch cylinder, for 
1%-inch suction pipe. $3.15 

3CP55805 — With 3-inch cylinder for 
1%-inch suction pipe. 9 9A 

Each d ** v 

3CP55SOO — With 3'/a-inch cylinder, for 
1 % -inch suction pipe. 9 ift 

Each 

3CP55807 — With 4-Inch cylinder, for 
2 -inch suction pipe. £ 2Q 

NOTE— For price of the above pump, fitted 
complete for any depth of well, with different 
size cylinders, iron or brass lined, see table 
on Page 55 of this book. 





Heavy Hand Force Pump 
with Air Chamber 
in Top oi Standard 

$£05 



A set length Hand 
Force Pump of heavy 
design. Air chamber 
cast in top of standard, 
as shown in lllustra- 
1 1 o n. Anti-freezing. 
This pump has a 4 ft. 
set length, and is built to 
withstand very hard usage. 
Pump rod works through a 
water and air tight brass 
stuffing box. Spout is fitted 
with three-quarter inch 
hose coupling. 
This is a force pump. It is tapped 
in back of spout for 1%-inch iron 
pipe. A pipe may be connected to 
this outlet; and by inserting a 
leather disc washer in hose coup- 
ling, water may be directed through 
this pipe to elevated tank, distant 
stock watering tank, water supply 
system, etc.. as may be desired. 

Pump may also be fitted with 
cock spout, which can be opened 
or closed at will, and water either 
directed through discharge pipe, as 
above explained, or drawn off at spout, as 
desired. Pump is regularly furnished with 
open : spout. If cock spout is wanted, add 
80c to prices quoted below. This is a set 
length pump; cylinder is already made up 
and attached to pump, as shown in illustra- 
tion, when it reaches you. All you have to 
do is extend pipe down into well. When pump 
is operated water will be drawn up to cylinder 
by suction. Cannot be used in wells where 
water is more than 30 ft. below surface. 
Furnished with iron cylinder only. Shipping 
weight. 80 lbs. 

30P55H1O— With 2 3 / 4 -mch cylinder, for 
1%-inch suction pipe. $5*05 

3CP55si i— W ith 3- hich ' cylinder.' for 1 % - 
inch suction pipe. C IA 

Each w.lV 

3C-P55K12 — With S'/i-inch cylinder, for 
1^6 -inch suction pipe. C 9C 

Each 

3CP55<S13— With 4-Inch cylinder, for 2- 
inch suction pipe. 6 10 

NOTE — For price of the above pump, fitted 
complete for any depth of well, with different 
size cylinders iron or brass lined, see table 
on Page 55 of this book. 



PUMP POINTERS 

When ordering a cylinder for your pump, remember that the larger the diameter of the cylinder the 
greater will be the amount of water that will be discharged by the pump at each stroke; also, the greater 
will be the power required to operate the pump. A pump with a 4-in. cylinder requires just four times 
the power to operate it that a 2-in. cylinder does, for the reason that the plunger has just four times the 
area, but it will, of course, throw four times as much water. 

Never order a large diameter cylinder for pumping water from real deep wells, or for pumping water 
into pneumatic storage tanks against high pressure, or to highly elevated tanks, etc., unless you have good 
strong driving power, a 2 H. P. gasoline engine or larger, with pump jack, or a real large powerful wind- 
mill. The pull or resistance to be overcome in operating the pump with these large size cylinders pump- 
ing against high elevations or high pressures from deep wells, is so great that it is almost impossible 
to operate the pump by hand or small power. 

In selecting a cylinder it is entirely a matter of using judgment, taking into consideration the depth 
of the water in the well, whether the pump is a force pump or a lift pump, and if a force pump, what 
pressure the pump will have to operate against, etc. 

For pumping water into a pneumatic water supply system, we do not recommend a cylinder of any 
larger size than 2y 2 in. diameter. If the well is a deep one, we advise a 2-in. cylinder. If the pump is 
operated to any considerable extent by hand, it is better to order a 2-in. or 2}4-in. cylinder, as it will 
then work much easier than it would if a larger cylinder were used. 

If in doubt as to what size cylinder you ought to have, write us, explaining the conditions carefully 
under which your pump will have to operate, and we will be pleased to select an outfit for you that we will 
guarantee to fulfill the requirements to the best advantage. 



A set length pump should never be used where distance from pump platform to level of water in wel' 
is over 30 feet. 

When fitting up a set length pump in your well, always place a foot valve and strainer at bottom of 
suction pipe. 

Where well is too deep to use a set length pump, when ordering your outfit be sure to order sufficient 
pipe and pump rod so that cylinder may be placed below level of water in well. This will keep cylinder 
always full of water; pump will never have to be primed, and it will give much better satisfaction. 

Where water is of a gritty or sandy nature, it is well to place a sand point strainer on suction pipe, 
to keep sand and grit out of the pump cylinder. This will prolong the life of the pump, and will make 
it work much better. 
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PRICE TABLE— COMPLETE PUMP OUTFITS 

NOTE— Prices quoted are for pump standard, complete with rod galvanized pipe and cylinder, all cut and fitted ready for assembling when it reaches you. 

SET LENGTH LIFT AND FORCE PUMPS 

FOR USE ONLY IN WELLS UP TO 30 FEET DEEP 



Prices Quoted on Set Length Pumps Include Galvanized Suction Pipe with Foot Valve and Strainer 



Pump 
Catalogue 
Number 


Price Complete For Wells 


Pump 
Catalogue 
Number 


Price Complete For Wells 


10 ft. 
Deep 


15 ft. 

Deep 


20 ft. 

Deep 


25 ft. 
Deep 


30 ft. 

Deep 


10 ft. 
Deep 


15 ft. 

Deep 


20 ft. 
Deep 


| 25 ft. 
Deep 


30 ft. 
Deep 


3CP5580O 

3CP55864 

3CP5584)5 


$4.4)6 

4.35 
4.40 
4.96 
6.15 
635 
6.40 
7.05 
8.15 


$4.44) 
4.75 
4.85 
5.46 
6.85 
45.86 
6.85 
7.55 
8.84) 


$4.85 
5.26 
5.25 
5,95 
7.50 
7.24) 
7.35 
8.4)4) 
9.56 


$ 5.25 
6.66 
5.65 
6.45 
8.20 
7.66 
7.65 
8.56 
16.24) 


$ 5.65 
6.65 
6.10 
6.96 
8.85 
8.65 
8.10 
9.4)5 
10.85 


3CP55826 

3CP55821 

3CP55822 

3CP55823 


$5.45 
5.50 
6.05 
7.4M) 
71)5 
8.0O 
8.50 
9.66 


$5.96 
5.95 
6.55 
7.76 
8.35 
8.40 
9.05 

10.20 


$45.34> 

6.35 
7.26 
8.40 
8.96 
895 
9.55 
10.95 


$45.74) 
6.75 
7.66 
9.1 0 
9.35 
9.25 
16.16 
11. 66 


#7.15 
7.24) 
8.15 
9.75 
9.60 
9.65 
16.60 
12.25 


3CP55816 

3CP5581 1 

3CP55812 


3CP55828 

3CP55829 

3CP55830 

3CP55831 



MEDIUM DEPTH HAND WELL PUMP 



NOTE— Prices quoted are for pump standard complete with rod, galvanized pipe and cylinder, all cut and fitted ready for assembling when It reaches you. 



Pump 
Catalogue 
Number 


Size 
Cylind- 
er, 
Inches 


Price Complete For Wells 


Pump 
Catalogue 
Number 


Size 
Cylin- 
der, 
Inches 


Price Complete For Wells 


20 ft. 1 25 ft. ' 
Deep |Deep 


30 ft. 
Deep 


35 ft. 
Deep 


40 ft. 1 45 ft. 
Deep 1 Deep 


50 ft. 

Deep 


20 ft. 
Deep 


25 ft. 
Deep 


30 ft. 
Deep 


35 ft. 
Deep 


40 ft. 1 
Deep 1 


45 ft. 1 50 ft. 
Deep 1 Deep 


3CP55840 

With Iron 
Cylinder 


2 in. 
2% in. 

3 in. 


$5.56 |$6.95 
5.50 I 6.15 
5.75 I 6.25 


$6.55 
6.76 
6.75 


$7.16 
7.26 
7.36 


$7.66 |#».15 
7.70 1 8.25 
7.80 | 8.35 


$8.65 
8.75 
8.85 


3CP55840 

With Brass Lined 
Cylinder 


2 in. 
2% in. 

3 in. 


$6.75 
6.90 
7.15 


$7.46 
7.50 
7.65 


$7.86 
7.95 
S.26 


$8,35 
8.45 
8.76 


$8.85 
9.66 
9.25 


$ 9.40 1$ 9.90 
9.50 1 16.65 
10.80 1 16.34) 



DEEP WELL PUMPS 



N0 TE— Prices quoted are for pump standard, complete with rod, galvanized pipe and cylinder, all cut and fitted ready for assembling when it reaches you. 



Pump 
Catalogue 
Number 


Size 
Cylin- 
der, Ins. 


20 ft. 
Deep 


25 ft. 
Deep 


80 ft. 
Deep 


35 ft. 
Deep 


40 ft. 
Deep 


45 ft. 
Deep 


50 ft. 
Deep 


55 ft. 
Deep 


60 ft. 
Deep 


65 ft. 
Deep 


70 ft. 
Deep 


75 ft. 
Deep 


80 ft. 
Deep 


85 ft. 
Deep 


00 ft. 
Deep 


95 ft. 
Deep 


100 ft. 
Deep 


3CP55842 

With 
Iron 
Cylinder 


2 in. 
2V 2 in. 

3 in. 
3% in. 

4 in. 


$6.86' 
6.96 
7.66 
7.76 
8.75 


|$ 7 36 
7.46 
7.56 
8.35 
9.66 


|* 7.85 
7.95 
8.65 
9.66 
9.35 


|* 8.35 
8.45 
8.55 
9.66 
11.15 


|* 8.85 
8.95 
9.16 
16.25 
11.96 


I* 9.46 
9.56 
9.66 
16.85 
12.76 


$ 9.95 
16.65 
14). 15 
11.56 
13.56 


|$16.45 
16.55 
14).65 
12.16 
14.36 


J$16.95 
11.65 
11.24) 
12.75 
15.65 


$11.56 
11.66 
11.75 
13.46 
15.85 


$12.65 
12.15 
12.25 
14.66 
16.455 


$12.55 
12.65 
12.75 
14.455 
1 7.45 


$13.65 
13.26 
13.36 
15.36 
18-25 


$13,454) 
13.76 
13.86 
15.94) 
19.66 


$14.16 
14.25 
14.35 
1 45,55 
1U.JSU 


$ 14.65 
14.76 
14.85 
17.15 
26.66 


$1 5.26 
1536 
15.46 
17.86 
21.35 


With 
Brass 
Lined 
Cylinder 


2 in. 
2V 2 in. 

3 in. 

3 y 2 in. 

4 in. 


8.66 
8.15 
8.46 
9.15 
16.55 


8.55 
8.65 
8.96 
9.86 
11.35 


9.16 
9.26 
9.45 
16.45 
12.16 


9.66 
9.76 
16.66 
11.65 
12.96 


16.35 
16.25 
16.56 
11.76 
13.76 


16.435 
16.75 
11.64) 
12,46 
14.56 


11.26 
11.36 
11.55 
12-95 
1 5.35 


11.76 
11.86 
12.16 
13.456 
16.16 


12.25 
12.35 
12.64) 
14.25 
16.85 


12.75 
12.85 
13.15 
14.85 
17.455 


13.36 
13.45 
13.455 
15.54) 
18.45 


13.85 
13.95 
14.26 
16.16 

19.24) 


| 14.35 
14.45 

1 14.76 
16.75 
24).4)5 


14.85 
15.4)6 
15.26 
1 7.46 
26.86 


15.46 
15,54) 
15,75 
18.4)6 
21.55 


1 15.94) 
16.64) 
145.25 
1 7.65 
22.35 


145.45 
145.55 
16.84) 
18.25 
23.15 






3CP55843 

With 
Iron 
Cylinder 


2 in. 
2% in. 

3 in. 
3Va in. 

4 in. 


$7.65 
7.96 
8.16 
9.66 

1 6.26 


$ 8.26 
8.46 
8.66 
9.66 
16.95 


$ 8.76 
8.96 
9.15 
16.25 
11.75 


* 9.25 
9.45 
9.65 
14). 85 
12.56 


* 9.75 
9.95 
16.26 
1 6.45 
13.36 


$16.36 
14). 56 
16.76 
12.15 
14.16 


$16.86 
11.66 
11.26 
12.75 
14.96 


$11.35 
11.55 
11.75 
13.46 
15.74) 


$11.85 
12.65 
12.34) 
14.64) 
145.54) 


$12.44) 
1 12,64) 
12.84) 
14.455 
1 17.36 


$12.94) 
13.15 
13.35 
1 5.36 
18.65 


$14.45 
1 3.65 
13.85 
15.94) 
18.85 


$13.95 
14.15 
14.46 
16.55 
1 9.454) 


$14.56 
14.76 
14.96 
17.15 
26.45 


$15.4)4) 
15.25 
15.45 
1 7.86 
21.24) 


$15.55 
15.75 
15.95 
18.46 
21.95 


$ 1 45.05 
1 6.25 
1 45.45 
19.4)5 
22. S4) 


With 
Brass 
Lined 
Cylinder 


2 in. 

2 % in. 

3 in. 
3% in. 

4 in. 


8.95 
9.25 
9.56 
1 6.45 
12.26 


9.45 
9.75 
16.65 
11.16 
12.95 


16.4)6 
16.36 
1 4). 454) 
11.76 
13.75 


16.54) 
14K86 
11.65 
12.35 
14.55 


11.65 
11.35 
11.66 
12.95 
15.35 


11.55 
11.85 
12.15 
13.64) 
16,14) 


1 2.65 
12.35 
12.415 
14.26 
1 6.96 


12.456 
1 2.94) 
13.24) 
14.85 
17.76 


13.16 
13.45 
13.76 
15.54) 
18.56 


13.455 
13.95 
14.25 
16.16 
! 19.34) 


14.26 
1 4.54) 
14.75 
145.75 
24). 16 


14.74> 
15.4)4) 
15.25 
17.46 
26.85 


15,26 
15,54) 
15.84> 
18.66 
21.456 


15.75 
145.65 
1635 
1 8.455 
22.35 


145.25 
1 45.4 54) 
145.85 
1 9.25 
I 23.26 


145.84) 
17.16 
17.46 
1 9.94) 
24.414) 


1 7.34) 
1 7.455 
1 7.94) 
24). 55 
2475 




3CP55846- With! >/, in. I $9.45 

Iron Cylinder 1 4 in. 110.45 


$16.16 1*16. 76 |$11.35 1*11.95 1*12.66 
11.251 12.661 12.86 [ 13.66 1 14-46 


$13.26 1*13.85 1*14.54) l$15.16 1*15.75 
15.26 1 16.66 1 16.75 1 17.55 1 18.35 


$145.35 1*17.66 1*17.66 1*18.25 1*18.96 1*19.55 
19.16 1 19.96 1 26.76 1 21.45 1 22.24) | 23.05 


With Brass 1 3 % in. 1 1 0.90 
Lined Cylinder 14 in. 112.24) 


11.55 1 12.15 1 12.86 1 13.451 14.16 
12.95 1 13.75 1 14.55 I 15.35 1 16.16 


14.76) 15.35! 15.95 1 16.65 1 17.26 
16.96 1 17.76 1 18.561 19.34)1 24).16 


17.85 1 17.56 1 19.16 1 19.76 1 26.44)1 21.4)6 
26.85 1 21.64)1 22.46] 23.26 1 24.4)6 I 24.75 




3CP55847 -With] 3% in.llO.75 |$11.30 |$12.00 1*12.65 1*13.36 1*13.90 )$14.55 
Iron Cylinder 1 4 in. 111.95 1 12.75 1 13.55 | 14.36 1 15.16 1 15.96 | 16.76 


$15.24) i$15,86 1 16.55 1 17.4)5 1 17.65 1 18.35 1 18.951 19.55 1 26.25 1 24>..sr, 
17.56 1 18.36 1 19.65 1 19.85 | 26.65 1 21.46| 22.24) | 22,95 | 23.75 | 24.55 


With Brass 1 3 V 2 in. 1 1 2.36 1 12.96 1 13.55 1 14.15 1 14.86 1 15.45 1 16.16 
Lined Cylinder Uin. 114.66 1 14.86 | 15.66 16.46 | 17.26 1 17.95 I 18.75 


16.74)1 17-36 1 17.95 
19.55 1 24). 35 1 21.14) 


18.456 1 19.26 1 19.95 1 26.54)1 21.16 1 21.74)1 22.35 
21.85 1 22.76 | 23.45 | 24.25 1 25.64) | 25.85 1 245.454) 




3CP55856 

Witfl 
Iron 
Cylinder 


2 In. I$7.85 
2% in. 1 7.95 

3 in. 1 8.65 
3% in. 1 8.85 

4 in. 1 9.96 


$ 8.35 
8.45 
a 55 
9.45 
16.65 


* 8.95 
9.65 
9.16 
16.16 
11.45 


$ 9.44) 
9.45 
9.66 
16.74) 
12.25 


$ 9.96 
14). 65 
14). 15 
11.36 
13.4)6 


$14).45 
14). 56 
14). 65 
1 1 .95 
13.86 


*16.f>5 
11.4)5 
11.26 
12.454) 
14.66 


$11.56 
11.66 
11.76 
13.26 
15.46 


$12.4)5 
12,15 
12.25 
1 3. 85 
145.15 


$12.55 
12.65 
12.75 
14.45 
16.95 


$13.65 
13.15 
13.36 
15.14) 
17.75 


$13.55 
13.76 
13.85 
15.75 
18.56 


$14.15 
14.24) 
1 4.35 
145.44) 
19.36 


$14,455 
14.75 
14.85 
17.4)4) 
26.14) 


$15.15 
1 5.25 
15.35 
17.74) 
24>.JK> 


$15.76 
1 5.84) 
1 5,94) 
1 8.25 
21.455 


$1 45.24) 
1 45.34) 
16.55 
1 8.94) 
22.45 


With 
Brass 
Lined . 
Cylinder 


2 in. 1 9.16 

2 % in. 1 9.26 

3 in. 1 9.56 
3^s in. 116.26 

4 in. 111.66 


9.66 
9.76 
16.65 
16.96 
1 2.35 


16.15 
16.25 
16.55 
11.55 
13.26 


16.65 
16.75 
11.4)5 
12.15 
13.95 


11.15 
11.25 
11.66 
12.86 
14.75 


11.76 
11.84> 
12.16 
13.45 
15.54) 


12.25 
12.35 
12.65 
14.65 
16.34) 


12.75 
12.85 
13.15 
14.76 
17.16 


13.36 
13.35 
13.76 
1 5. 36 
1 7. 96 


13.86 
13.96 
14.24> 
15.95 
17.76 


14.35 
14.45 
14.75 
145.56 
19.45 


14.85 
14.95 
15.34) 
17.24) 
26.36 


15,46 
1 5.45 
1 5,86 
17.85 
21.65 


15.96 
164)4) 
145.35 
18.56 
21 .84) 


15.45 
1 45 24) 
16.85 
19.14) 
22.26 


1 45.95 
1 7.65 
17 44) 
19.75 
23.46 


J 7.56 
1 7.454) 
1 7.94V 
24).35 
24.26 




3CP55851 

With 
Iron 
Cylinder 


2 in. I$8.75 

2 V* in. 8.95 

3 in. 1 9.15 

3 x k in. 1 1 6.65 

4 in. 111.25 


* 9.25 
9.45 
9.65 
16.65 
12.66 


* 9.75 
9.95 
14K26 
1 1 .34) 
12.84) 


916.36 
14). 54) 
16.74) 
11.96 
13.4*4) 


$14).86 
11.66 
11.26 
12.55 
14.46 


$11.34) 
11.55 
11.75 
1 3.26 
15.15 


*11.85 
12.4)5 
12.34) 
13.86 
15.95 


$12.46 
1 2.66 
12.84) 
1 4.45 
145.75 


$12.96 
13.14) 
13.35 
1 5. 65 
17. 55 


$13.45 
13.65 
13.85 
15.74) 
18.35 


$13.95 
14.15 
14.44) 
145.35 
19.16 


$14.54) 
14.74) 
14.94> 
145.95 
26.34) 


$15,4*4) 
1 5.26 
1 5.45 
17.456 
24). 74) 


$15,24) 
15.75 
1 5.95 
18.24) 
21 .45 


$145.4)5 
1 6.25 
145.56 
1 8.85 
22.25 


$145.55 
145.86 
17.66 
19.45 
22.95 


$17.26 
1 7.34) 
17.56 
26.14) 

23.86 


With 
Brass 
Lined 
Cylinder 


2 in. 116.66 
2V2in. 116.36 

3 in. 116.55 
3*6 in. 112.55 

4 in. 113.36 


16.56 
1 6.86 
11.65 
12.15 
14.65 


11.66 
1 1 .35 
11.66 
12.86 
14.85 


11.55 
11.85 
1 2.45 
13.45 
15.65 


1 2.4)5 
12.46 
12.65 
14.65 
1 6.45 


12.454) 
12.96 
13.26 
14.74) 
1 7.36 


13.16 
1 3.45 
13.74) 
15.36 
18.4M) 


1 3.65 
1 3.95 
14.26 
15.95 
18.86 


14.24) 
14.56 
1 4. 75 
16.66 
1 8. 456 


14.74) 
1 5.4)4) 
15.25 
1 7.34) 
26.44) 


15.24) 
15.54) 
1 5.86 
1 7.85 
21.15 


15.75 
145.4)5 
145.35 
18.54) 
21.86 


1 6.25 
15.55 
145.85 
19.16 
22.455 


1 45.84> 
17.14) 
1 7.35 
1 9.85 
23.54) 


1 7.36 
1 765 
1 7.94) 
26.44) 
24.34) 


1 7.85 
18.15 
18.44) 
21.64) 
25.4)5 


18.35 
18.74) 
18.95 
21.64) 
25.96 




3CP55854 

With 
Iron 
Cylinder 


2 in. 
2% in. 

3 in. 

3 % in. 

4 in. 1 


$8.45 
8.55 
8.65 
9.45 

16.56 


* 8.95 
9.16 
9.26 
16.16 
1 1 .36 


* 9.56 1 
9.66 I 
9.76 
16 76 
12.65 


$16.4)5 
16.16 | 
1 6.25 
11JW 
12.85 


$14>.54> I 
16,65 
16.75 
1 1 .95 
13.455 


$11.65 1 
11.15 
11.25 
1 2.414) 
14.44) 


$11.64) 
11.76 I 
11.86 
13.25 
1 5.25 


$12.14) 
12.26 
12.35 
13.85 
16.66 


$12.65 
12. 75 
12.85 
14.56 
145.86 


$13.15 
13.25 
13.46 
15.15 
17.66 


$13.76 
13.86 
13.96 
15.75 
1 8.35 


$14.26 
1 4.35 
14.45 
1 6.46 
19.15 


$14.75 
14.85 
14.95 
17.4)4) 
19.95 


$15.25 
1 5.45 
15.54) 
1 7.65 
24). 75 


$1 5.86 
1 5,96 
1 6.4)6 
18.25 
21.56 


$145.35 
1 6.46 
16.56 
18.94) 
22.86 


$145.S5 
1 45.95 
17.4)5 
19.55 
23.16 


With 
Brass 
Lined 
Cylinder 


2 In. 1 9.75 

2 % in. 1 9.85 

3 In. 116.16 
3% in. 116.5)6 

4 in. 112.26 


1 6.30 
16.46 
1665 
1 1 .55 
13.66 


14KS6 1 
1 6.96 
11.26 
12.26 
1 3.84) I 


11.36 
1 1 .45 
11.76 

12.86 
1 5.06 I 


11.85 
1 1 .95 
12.26 
13.45 
1 5.44) 


1 2.35 
1 2.45 
12.75 
14.6"? 
16.15 


12.96 
13.66 
13.34) 
14.76 
1 6.95 


13.45 
13.55 
13.86 
15.35 
17.75 


13.95 
14.65 
1 4. 36 
15.95 
18.54) 


14.56 
14.66 
14.85 
16.55 
19.36 


1 5.64> 
15.16 
1 5.46 
1 7.24) 
26.16 


15.56 
1 5.455 
1 5.96 
1 785 
26.96 


16.65 
145.15 
1 6.45 
18.56 
21.455 


15.55 
145.76 
1 45.95 
19.16 

22,45 


17.16 
1726 
1 7.45 
19.76 
23.25 


17.454) 
1 7.76 
18.4M) 
24).95 
24.66 


18.15 
18.24) 
1 8.45 
21.4)4) 
24.86 
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KC 



PRICE TABLE— COMPLETE PUMP OUTFITS 



Prices quoted Include pump standard, galvanized iron pipe, pump rod and cylinder all complete and ready fitted for depth of well specified 



Pump 
Catalogue 
Number 


Size 
Cylin- 
der, Ins. 


20 ft. 

Deep 


25 ft. 
Deep 


30 ft. 
Deep 


35 ft. 
Deep 


40 ft. 
Deep 


45 ft. 
Deep 


50 ft. 
Deep 


55 ft. 
Deep ) 


60 ft. 
Deep 


65 ft. 
Deep. 


70 ft. 
Deep 


75 ft. 
Deep 


80 ft. 
Deep 


85 ft. 
Deep 


90 ft. 
Deep 


95 ft. 
Deep 


100 ft. 
Deep 


3CP55856 

With 
Iron 
Cylinder 


2 in. 

2 V 2 in. 

3 in. 
3% in. 

4 in. 


$ 9.35 
9.60 
9.80 
10.65 
11.90 


S 9.90 
10.10 
1O.30 
11. 30 
12.65 


$10.40 
10.60 
10.85 
11.90 
13.45 


$10.90 
10.15 
10.35 
12,55 
13.25 


$11.45 
11.65 
11.90 
13.20 
15.05 


$11.95 
12.20 
12.40 
13.80 
15.80 


$12.50 
12.70 
12.95 
14.35 
10.00 


$13.00|$13.55 
13.251 13.75 
13.45 13.95 
15.10 15.70 
17.401 18.20 


$14.10 
14.30 
14.54) 
10.3O 
18.95 


$14.00 
14.80 
15.00 
10.95 
18.85 


$15.15 
15.35 
15.55 
1 7.(50 
20.55 


$15,05 
15.85 
10.05 
18.20 
21*30 


$10.15 
14*. 40 
10.00 
18.80 
22.14) 


$ 1 4i. 7 5| $ 1 7 .24) | $ 1 7. 7 5 
14f.94)| 17.451 17.9o 
17.14)| 17.051 18,15 
19.501 20.14)| 20.75 
22.94)| 23.74)1 24.45 


With 
Brass 
Lined 
Cylinder 


2 in. 

2 % in. 

3 in. 

3 K in. 

4 fh. 


10.60 
11. lO 
11.20 
12.15 
13.0O 


11.15 
11.45 
11. 70 
12.80 
14.70 


11.65 
12.4)4) 
1 2.25 
13.45 
15.50 


12.15 
1 2.50 
12.75 
14.10 
1 0.25 


12.70 
13.00 
13.30 
14.70 
17.06 


13.25 
13.55 
13.80 
15.35 
17.85 


13.75 
14.10 
14.35 
15.95 
18.65 


14.301 14.80 
14.00 15.15 
14.85 15.40 
10. OO 17.25 
19.451 20.25 


15,35 
15.05 
15,90 
17.85 
21 .00 


15.85 
16.05 
10.40 
18.50 
21.80 


10.40 
16.70 
16.95 
19.10 

22.55 


10901 17.45 
17.101 17.75 
17.451 18.00 
19.75 20.40 
23.351 24.15 


17.95 
1 8. 1 5 
18.55 
21.00 
24.95 


1 7.54) 
18.80 
19.05 
21 .455 
25.75 


19.4)0 
19.10 
19 450 
2225 
20.54) 




3CP55858 

With 
Iron 
Cylinder 


2 in. 

2 V 2 in. 

3 in. 
3% in. 

4 in. 


$ 7.85 
7.95 
8.05 
8.80 
9.85 


S 8.35 
8.45 
8.55 
9.45 
10.65 


$ 8.90 
0.O0 
9.10 
10.10 
11.45 


$ 9.40 
9.50 
9.0O 
10.70 
1 2.25 


$ 9.90 
10.05 
10.15 
11.35 
1 3.00 


$10.45 
10.56 
10.05 
11.95 
13.80 


$11.00 
11.10 
11.20 
12.60 
14.00 


$11.45 
11.00 
11.70 
1 3.25 
1 5.40 


$12.05 
12.15 
12.25 
13.85 
10.15 


$11.55 
12.05 
12.75 
14.50 
16.95 


$13.05 
13.20 
13.30 
15.15 
17.75 


913,00 
13.70 
13.80 
15.75 
18.55 


$14.15 
14.25 
14.35 
10.44) 
19.35 


$14.65 
14.75 
14.85 
17.4)4) 
24). 14) 


$15 24) 
1 5.34) 
1 5.44) 
17.455 
17.75 


$15.70 
15.80 
15.94) 
1 8.24) 
21.70 


$10.20 
145.35 
10.45 
18.94) 
22.45 


With 
Brass 
Lined 
Cylinder 


2 in. 

2 % in. 

3 in. 
3% in. 

4 in. 


8.70 
8.95 
9.50 
10.30 
11.60 


9.65 
9.75 
10.05 
10.90 
12.40 


10.20 
10.30 
10.60 
11.55 
13.20 


10.70 
1 0.8O 
11.10 
12.24) 
13.95 


11.20 
1 1.35 
11.60 
12.80 
14.75 


11.75 
11.85 
12,15 
13.45 
15.55 


12.30 
12.40 
12.05 
1 4.05 
10.35 


12.SO 
12.JM) 
1 3.20 
14.74) 
17.10 


13.35 
13.45 
13. 70 
1 5.35 
17.90 


13.85 
13.95 
14.24) 
15,95 
18. 70 


14.40 
14.50 
14.75 
1 6.60 
19.50 


14.90 
1 5.00 
1 5.30 
1 7.24) 

20.30 


15.45 
1 5.55 
1 5.84) 
1 7.85 
21.4)5 


15.95 
10.05 
10.35 
18.54) 
21 .85 


1 45.54) 
145.24) 
1 0.85 
1 8.4)5 
22.00 


17.4)0 
17 14) 
17.44) 
19.75 
23.44) 


17.14) 
17.05 
17.94) 
24) 44) 

23.85 




3CP 55859 

With 
Iron 
Cylinder 


2 in. 

2 % in. 

3 in. 
3% in. 

4 in. 


8.70 
8.95 
9.15 
10.10 
10.25 


8.25 
9.45 
9.65 
14). 455 
12.05 


9.80 
1 0.00 
10.20 
11.30 
12.80 


10.30 
10.50 
10.70 
11.90 
13:60 


10.80 

11.00 

11.25 
12.55 
14.40 


11.35 
11.55 
11.75 
13.15 
15.20 


11.85 
12.05 
12.30 
13.85 
15,95 


12.40 
12.60 
1 2,80 
14.45 
16.75 


12.0O 
13.15 
13.35 
15.05 
17.55 


13.45 
13.05 
13.85 
15.70 
18.35 


14.00 
14.15 
14.40 
1035 
19.10 


14.54) 
14.74) 
14.90 
10,95 
19.90 


15.4)0 
15.25 
1 5.45 
17.00 
24)79 


14.55 
15.75 
15.95 
18.10 
21.45 


145.4)5 
145.25 
10.50 
18.85 
22.25 


10.454) 
145 80 
17.00 
19.50 
23.05 


17.10 
17.35 
17.55 
20.15 

23,85 


With 
Brass 
Lined 

Cylinder 


2 in. 
2V 2 in. 

3 in. 
3V2 in. 

4 in. 


10.001 10.50 
14)34) 14)85 
10.601 11. lO 
11.551 12.20 
13.301 14. lO 


11.00 
11.35 
11.60 
12.85 
14.85 


11.551 12.10 
11.85 12.40 
12.151 12,65 
13.451 14.10 
15.651 16.40 


12.00 
12.94) 
13.20 
14.70 
17.25 


13.15 
13.45 
13.70 
•15.30 
1S.4M) 


13.65 
13.95 
14.25 
15.95 
18.80 


14.15 
14.50 
14.75 
10.00 
19.55 


14.70 
15.00 
15.30 
17.20 
20.40 


15.20 
15.50 
15.80 
17.80 
21.15 


15.75 
145.4)5 
10.35 
IS. 54) 
21 .95 


10.25 
141. (54) 
10.85 
19.10 
22.75 


10.80 
17.10 
17.40 
19.75 
23.54) 


17.35 
17.455 
17.94) 
24).34) 

24.30 


17.85 
18.15 
1 8.45 
21 .4)0 
25.10 


18.40 
18.70 
18.95 
21 .455 
25.90 




3CP558452 

With 
Iron 
Cylinder 


2 in. 
2Vz in. 

3 in. 
3\4 in. 

4 in. 


$ 8.20 
8.34) 
8.40 
9.20 
10.25 


S 8.70 
8.80 
8.95 
9.85 
11.00 


S 9.25 
9.35 
9.45 
10.45 
11.80 


$ 9.75 
9.85 
9.95 
11. 05 
12.00 


$10.30 
1O.40 
10.50 
11.70 
13.40 


$10.80 
10.9O 
11.00 
12.35 
14.20 


$11.35 
11.45 
11.55 
13.4K) 
14.95 


$11.85 
11.95 
12.05 
13.00 
15,75 


$12.40 
12.50 
12.0O 
14.25 
16.50 


$12.90 
13.00 
13.10 
14.85 
1 7.35 


$13.45 
13.55 
13.65 
15.50 
18,15 


$ 1 3 95 
14.05 
14.15 
10.10 
18.94) 


$14.50 
14.00 
14.70 
14i.75 
1 0.455 


$15,00 
15.14) 
1 5.24) 
17.44) 
24K54) 


$15.24) 
15.455 
15.75 
1 8.4)0 
21.00 


$1(1.05 
1 45. 1 5 

10.34) 

17.455 
22.4)5 


$ 1 45.454) 
10.74) 
10.80 
19.34) 
22.85 


With 
Brass 
Lined 
Cylinder 


2 in. 

2 y 2 in. 

3 in. 
3% in. 

4 in. 


9.50 
9.60 
9.90 
10.65 
11.95 


10.O5 
10.15 
10.40 
11.30 
12.75 


10.55 
1O.05 
10.00 
11.90 
13.55 


11.05 
11.15 
11.45 
12.55 
14.35 


11.601 12.15 
11.701 12.25 
12.O0I 12.50 
13.20) 13.80 
15.101 15.90 


12.05 
1 2.80 
13.00 
14.45 
16.70 


13.20 
13.30 
13.55 
15.10 
17.50 


13.70 
13.80 
14.05 
1 5.05 
1 8.30 


14.20 
14.35 
14.00 
10.35 
19,05 


14.75 
14.90 
15.10 
1095 
19. SO 


15.25 
15,44) 
1 5.455 
1 7.04) 
24).4J5 


15.80 
15.94) 
14i.l5 
18.20 
21.45 


1025 
10.4O 
10. 415 
IS, SO 

22.20 


1 0.85 
17.O0 
17.25 
1 9.45 
22.95 


145.45 
17.45 
17.75 
20.10 
23.75 


17.94) 
18.4)4) 
1 8.25 
19.75 
24.55 




3CP55S 65 

With 
Iron 
Cylinder 


2 in. 

2 % in. 

3 in. 
3% in. 

4 in. 


14). (54) 
10.70 
10. 80 
11. 60 
12.65 


11.15 
11.25 
11.35 
12.25 
13.45 


11.65 
11.75 
11.85 
12.85 
14.25 


12.20 
12.30 
12.40 
13.50 
15,05 


12.70 
12. 80 
1 2.90 
14.10 
15.80 


13.25 
13.35 
13.45 
14.75 
16.60 


13.75 
13.85 
13.95 
15.40 
17.40 


14.30 
14.40 
14.50 
16.00 
18.20 


14.80 
■14.90 
1 5.00 
1 0.05 
18.95 


15.30 
1 5.40 
15.50 
17.25 
18.75 


15.85 
15,95 
10.05 
17.90 
20.10 


141.441 
1 45.54) 
1004) 
18.34) 
20.90 


14 5,94 )| 17.45 
17.4)4) 17.55 
17.10 17.05 
19.20 19.75 
21.74) 22.45 


1 7.95 
18,05 
18,15 
20.45 
23.25 


18,54) 
1 8 . 454) 
18,74) 
21.4)0 
24.4)5 


19.4)4) 
19.14> 
19.24) 
21.74) 
24.89 


With 
Brass 
Lined 
Cylinder 


2 in. 
2V 2 in. 

3 in. 
3% in. 

4 in. 


11.90 
1 2.05 
12.30 
13.05 
14.40 


12.45 
12.55 
12. SO 
13.70 
15.15 


12.95 
13.05 
13.30 
14.35 
15.95 


13.50 
13.60 
I 3.85 
14.95 
10.75 


14.O0 
14.10 
14.40 
1 5.450 
17.55 


14.55 
14.05 
14.90 
10.2O 
18,35 


15.35 
15.20 
15.45 
10.85 
19.10 


15.00 
15.70 
15.95 
17.50 
19.90 


1 16.10 
10,20 
10. 50 
1R10 
20.70 


10.00 
10.70 
17.00 
1775 
21. 05 


17.15 
17.25 
17.50 
19.35 
22.25 


17.70 
17.80 
1 8.05 
20.05 
23.00 


18.201 18.751 10.25 
18.34)1 18.851 19.35 
18.454) 19.14) 10.05 
20.65 21.34) 21,85 
23.84)1 24.04)| 25.44) 


19.80 
19.90 

20.15 
22.54) 
241,24) 


29.35 
20.45 
24) 74) 
23.15 
27.4)0 




3CP55866 

With 
Iron 
Cylinder 


2 in. 

2 Ms in. 

3 in. 

3 y 2 in. 

4 in. 


£11.55 
11.75 
11. 90 
12.85 
14.05 


$12.4)5 
12.34) 
12.40 
13.50 
1 4.85 


$12,450 
12.80 
12.95 
14.10 
15.65 


$13.10 
13.35 
13.50 
14,75 
16.40 


$13.65 
13.85 
14.O0 
15.35 
17.20 


$14.15 
14.40 
14.60 
10.OO 
18.00 


$14.70 
14.90 
15.05 
10.05 
18.80 


$15.20 
15.45 
1 5.00 
17.30 
19.0O 


$1 5.75 
15.95 
10-10 
17.90 
20.40 


SI 025 
16.50 
10.05 
18.55 
21.15 


$10.80 
17.0O 
17.15 
18.15 
21.95 


$17.34) 
17.54) 
17.70 
19.84) 
22.75 


$17.85 
18.05 
18.20 
20.45 

23,50 


$18.44) 
18.454) 
18.75 
21 .4)5 
24.34) 


$18.04) 
19.10 
19.25 
21.70 
25.1 0 


SI 9.44) 
19.05 
19.84) 
22,34) 
25,94) 


$19.95 
20.15 
20.3O 
22.95 
245.05 


With 
Brass 
Lined 
Cylinder 


2 in. 
2% in. 
-3 in. 
3^s in. 
4 in. 


12.80 
13.10 
13.40 
14.44) 
16.10 


13.35 
13.65 
13.90 
15.00 
16.90 


13.85 
14.15 
14.45 
1 5.65 
17.70 


14.40 
14.70 
14.05 
16.25 
1 8.50 


14.90 
15.25 
15.50 
16.90 
19.25 


14.45 
15.75 
16,00 
17.50 
20.00 


15.95 
16.25 
16.55 
18.15 
20.86 


10.50 
16.80 
17.05 
18.80 
21 .05 


17.00 

17.30 

17.00 
19.45 
22.40 


17.50 
17.85 
18.10 
20.10 
23. 20 


18,25 
18.35 
18.05 
20.70 
23.05 


18.04) 
18.90 
19.15 
21.30 
24.75 


19.10 
19.40 
19.70 
21.95 
25.55 


19.75 
1 9.95 
24). 24) 
22.55 
20.35 


20.24) 
24). 5 5 
20.80 
23.24) 
27.14) 


24). 74) 
21 .4)4) 
2 1 .25 

23.80 
27.04)1 


21.24) 
21.54) 
21 .80 
24.45 




3CP55870With! 3 in. 1 11.601 12.14)| 12.651 13.201 13.701 14.251 14.75! 15,34)1 15.801 16.301 16.851 17.351 17.001 18.451 18.051 10.451 20.00 
Iron Cylinder 1 3 % in. i 12.801 13.45| 14.1o| 14.70| 15.3o| 15.951 16.60| 17.24)1 17.851 17.501 19.10| 19.74)1 20.40! 21.4)4)| 21.651 22.251 22.00 


With Brass 1 3 in. 1 12.851 12.851 13.001 14.451 14.951 15.501 10.4)01 10.54)1 17.4)5! 17.601 18.101 18.651 19.151 19.701 20.251 20.751 21.25 
Lined Cylinder ( 3% in. 1 14.05I 14.201 15.35| 15.951 16.60I 17.24)| 17.851 18.50I 19.14)1 19.751 20.40] 21.001 21.65! 22.25| 22.861 23.551 24.15 




3CP55872Withl 3 in. 1 12.351 12.85! 13.401 13.901 14.451 14.951 15.54)1 10.OOI 16.501 17.4)51 17.0O! 18.101 17.651 19.151 19.651 20.251 20.75 
Iron Cylinder I 1% in. 1 13.551 14.24)| 14.80] 15.45) 145.101 145.74)1 16.301 18.451 17.454)1 19.24)1 19.80| 20.50] 21.10| 21.751 22.351 22.951 23.454) 


With Brass I 3 in. 1 13.04)1 14.151 14.651 15.201 15.701 10.2OI 16.751 16.00! 17.84)1 18.34)1 18.851 18.351 10.94)1 20.401 20.951 21.451 22.00 
Lined Cylinder I 3% in. 1 14.SOI 15.451 10.O5I 16.70| 17.30| 17.951 18.60! 19.20I 19.851 20.50I 21.10| 21.751 22.351 23.00I 23.454)1 24.251 24.JK) 




3CP55875 

With 
Iron 
Cylinder 


2 in. 
2y 2 in. 

3 ha. 
3^ in. 

4 in. 


SI 1.75 
11.85 
11.95 
12.75 
14.80 


S12.30 
12.40 
12.50 
13.44) 
14.60 


$12.84) 
12.90 
13.0O 
14.00 
15.35 


$13.35 
13.45 
13.65 
14.65 
16.15 


$13,851$ 14.35 
13.95 14.50 
14.051 14.60 
15.25 15.90 
10.951 17.75 


$14.99 
15.O0 
15.10 
1 0.55 
18.55 


$15,451$ 15.95 
15.551 10.05 
15.05 16.15 
17.15 17.80 
10.3O 20.10 


$10.45 $17-00 
10.00 17.10 
10.70 17.20 
18.45 19.05 
20.901 21.05 


$17.55 
1 7.05 
17.75 
19.74) 

22.45 


$18.4)5 
18.15 
18.25 
20.30 
23.25 


$17,415 
17.74) 
17.84) 
20.95 
24.4)5 


$19.14) 
1 9.20 
1 9.34) 
21.55 
24,84) 


$19,455 
19.74) 
19.84) 
22.24) 
25.454) 


$20.20 
20.34) 
24).44) 
22.84) 
26.40 


With 

Brass 
Lined 
Cylinder 


2 in. 

2 y 2 in. 

3 in. 
3% in. 

4 in. 


13.05 
13.20 
1 3.45 
14.25 
15.55 


13.00 
13.70 
13.95 
14.85 
1 16.35 


14.10 
14.45 
14.50 
15.50 
I 17.10 


14.65 
14.75 
15.00 
16.10 
I 17.90 


15.151 15.70 
15.30 15.80 
15.55 16.05 
10.75| 17.40 
1 18.70 1 19.50 


16.20 
16.35 

10.454) 
18.00 
1 20.30 


16.75 
16.85 
17.10 
18.05 
1 21.05 


1 7.25 
17.40 
1705 
1925 
21.85 


17.801 18.301 
17.90 18.45 
18.15 18.70 
19.5)01 20.55 
22.651 21.40 


18.85 
18.95 
19.24) 
21.15 
24.25 


19.35 
10.50 
19.75 
21.75 
24.95 


19.90 
20.00 
20.25 
22.44) 
25.75 


24).45 
24). 55 
24). 84) 
23.4)4) 
245.55 


2O.05 
21 .4)5 
21.30 
23.455 
27.35 


21.45 
21.55 
21.85 
23.34) 
28.10 



3CP55870 
With 
Iron 
Cylinder 


2 in. 
2% in. 

3 in. 

3 x /i in. 

4 in. 


12.70 
12.94) 
13.05 
14.4K) 
15.24) 


13.24) 
13.50 
13.05 
14.455 
145.4H> 


13.75 
13.05 
14.10 
15.25 
10.80 


14.30 
14.54) 
14.65 
1 5.90 
17.0O 


14.80 
15.04) 
15.15 
10.55 
18.40 


15.351 15.85 
15.551 16105 
15.74)| 10.20 
17.151 17.80 
19.151 19.95 


10.35 
10.55 
145.70 
18.45 
20.75 


145. IK) 
17.10 
17.25 
19.05 
21.50 


17.40 
17.455 
1 7.84) 
19.70 
22.34) 


17.95 
18.15 
18.30 
20.30 
23. lO 


18.50 
18.70 
18.85 
20.95 
23.85 


19.4M1 
19.24) 
19.35 
21.55 
24. 70 


19.55 
19.75 
20.90 
21.24) 
25.45 


24).4)5 
24).25 
20.45 
22.85 
245.25 


24).0O 
24). 84) 
20.95 
23.45 
27.04) 


21. 10 
21.34) 
21.45 
24.10 
27.84) 


With 
Brass 
Lined 
Cylinder 


2 in. 
2% in. 

3 in. 
3% in. 

4 in. 


13.95 
14.24) 
14.55 
15.50 
1 7.25 


14.24) 
14.84> 
15.05 
16.15 
18.05 


15.04) 
15.30 
1 5.00 
16.80 
18.85 


15.55 
15.85 
1010 
17.45 
19.05 


10.05 
10.40 
10.455 
18,05 
20.45 


10.4501 17.10 
145.94)1 17.45 
17.151 17.80 
18.701 19.30 
21.201 22.00 


17.00 
1795 
18.20 
19.95 
22.75 


18.15 
18.54) 
18.75 
20.64> 
23.55 


18.70 
19.04) 
19.25 
21.24) 

24.35 


19.20 
19.54) 
19.80 
21.85 
25.10 


19.75 
20.05 
24). 34) 
22.45 
25.94) 


24K34) 
24).454) 
20.85 
23.14) 
20.74) 


20.8O 
21.14) 
21.44) 
23.70 


21.30 
21 .450 
21.94) 
24.35 
28.25 


21.84) 
22.15 
22.44) 
23.95 
29.14) 


22.35 
22.05 
22.?)0 
25.00 
29.85 




3CP55S84) 

3CP55SS1 

3CP55SS3 


1 4).454)| 11.10 
11.551 12.05 
11.151 11.05 
11.951 12.00 


11.051 12.151 12.701 13.251 13.75 
12.00 13.10 13.05 14.10 14.70 
12,151 12.74)] 13.20) 14.751 14.25 
13.25 13.851 14.501 15.10| 15.75 


14.25 
1 5.25 
14.84) 
10.35 


14.80 
1 5.75 
15.35 
17.4M) 


15.30 
16.25 
15.85 
17.455 


15.85 
10.80 
10.35 
18.25 


145.35 
1 7.30 
10.?M> 
1 8.94) 


10.94) 
17.85 
17.45 
19.55 


17.40 
1 8.35 
1 7.95 
24). 15 


17.95 
1 8.90 
1 8.50 
24). 84) 


18.45 
19.45 
19.04) 
21.44) 


19.4)4) 

19.95 
19.55 
22.05 
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Pitcher Spout Pump, 96c 

Heavy and substantially built. 
Well made in every way. The work- 
manship on this pump is perfect 
The cylinder is very carefully bored 
out, reamed, and polished smooth 
on the Inside, making an easy 
working, highly efficient pump. 
Throws a very large volume of water 
with very little exertion. It is fitted 
with patent closed top. 

Pump is usually placed at end 
of sink in kitchen, for drawing 
water from cistern. To prevent 
freezing, simply raise handle to its 
extreme height. This will trip the 
valves and the water will drain off. 

This is a lift pump. It cannot 
be. used to force water to elevated 
tank, etc. Throws a much larger 
volume of water with much less 
exertion than a force pump, how- 
ever, and where it is only desired to draw water at spout 
of pump, this is the most satisfactory pump you could 
install 

3CP55910 — Two and one-half Inch bore, for 1*4 inch 
suction pipe. Weight, 22 lbs. Qfi,» 

Each UVKj 

3GP55911— Three inch bore, for 1*4 inch suction pipe. 

Each^'.. 24 . 1 " 8 -. $1-22 

3CP55912— 'Three and one-naif inch bore, for 1*4 inch 
suction pipe. Weight, 28 lbs. $1.38 
HCP55913-— Four inch bore, for lV a inch suction pipe. 

Sf*!»*.£ $1.55 

NOTE— The vertical distance from pump to water should 
not exceed 25 ft. 




KITCHEN FORCE PUMP $Q»5 
With Solid Brass Cylinder O 

Kitchen Force Pump, like illustra- 
tion. This pump differs from our 
Pitcher Spout Pump, shown opposite, 
in the fact that it is a force pump. 
By connecting pipe to top outlet, 
water may be pumped to elevated 
storage tank in attic or elsewhere; 
or it may be drawn off at sink by 
opening faucet on pump, as preferred. 
Pump is very strongly built, easy 
working, and well finished. Cylinder 
is made from heavy, solid brass, seam- 
less tubing, nicely polished. 

Pump is equipped with com- 
pression brass faucet, as shown, 
for drawing off water at pump, 
when desired. It can be oper- 
ated as a lift pump, when de- 
sired, by simply leaving this 
faucet open and closing the 
valve on the discharge pipe 
leading to the elevated tank. 
Pump rod works in a solid 
brass stuffing box, and handle is pivoted on a long oscillating 
fulcrum, as shown in illustration, making the pump very 
easy working. This pump can be operated continuously, with 
very little exertion. Fitted for one and one-quarter inch 
iron suction pipe. Top of pump is tapped for 1 inch dis- 
charge pipe, and the faucet spout is threaded for three- 
quarter inch hose connection. One of the finest little hand 
pumps on the market for kitchen use. Absolutely guaranteed 
to give satisfaction. 

3CP55915 — Kitchen Force Pump. With 3 inch brass 
cylinder. Weight. 24 lbs. tft fiC 

Each tpo.Oti 

NOTE— The vertical distance from pump to water should 
not exceed £5 feet. 




'5' 



Kitchen Force Pump $£10 

Heavy Design 

A heavily built Cast Iron Kitchen 
Force Pump, of extra strong de- 
sign. This pump will last a life- 
time. Easy working. Throws a large 
volume of water with very little 
exertion. Pump is tapped in back 
of spout for 1 inch iron pipe con- 
nection. 

Pump is fitted with heavy cast 
iron spout cock, with %-inch hose 
coupling, as shown in illustra- 
tion. If it is desired to force 
water to elevated tank, pipe is 
connected to back outlet of 
pump, and a gate valve and 
check valve placed in this pipe. 
When it is desired to pump 
water to tank, spout cock is 
closed, and this valve is opened 
so that water is directed to tank. 

Pump may be used as a plain lift 
pump by simply closing valve in this 
discharge pipe and opening spout cock, 
so that water will be delivered from 
pump spout in the ordinary manner. Furnished with 3 
in brass or iron cylinder, one size only, for 1%, in. suc- 
tion pipe. Weight, 30 lbs. 

3CP55918^Kitchen Force Pump, as described. fl»r \ A 

with iron cylinder. Each.... 

3CP55919— Kitchen Force Pump, same as above, £t \§k 

with brass lined cylinder. Each U.J.V 

NOTE — The vertical distance from pump to water should 
not exceed 25 feet. 





Diaphragm Pumps 

Bottom $Q45 
Suction cf 

For pumping water 
from mines, stone quar- 
ries, cellars, ditches, 
etc.. and for irrigation 
purposes. Intended for 
short lifts, where the 
water is not more than 
20 ft. (vertically) 
I from pump. ' Not 
affected by fine gravel. 
I sand or other sedi- 
ment, and very desir- 
able for pumping 
muddy water. Used ex- 
, tensively on vessels. 
' railroads, and by con- 
tractors. Price includes 
heavy wroughX-iron handle. 

No. 1 has a capacity of % gal. per stroke, 
fitted for 2% -in. iron pipe or hose. 

No. 2 has a capacity of l'/2 gal. per stroke, 
fitted for 3 -in. iron pipe or hose. 
3CP5594<>— No. I, bottom suction. CQ AC 

Weight. 7 5 lbs. Each S£2T 

3CF.-5941— No. 2, bottom suction. Weighty 

EatfMat factory in Illinois) . . . . . ■■■|13.00 
DIAPHRAGM PUMP. SIDE SUCTION 

We can furnish the same style pump, fitted 
for side suction instead of bottom, otherwise 
the same size and capacity. „ r , ^ 

3CP55942— No. 1. side suction. Weight. 

125 lbs. Each #S>.7.» 

3CF 55943— No. 2, side suction. Weight 
1 30 lbs. Each (at factory in Illinois), $13.5Q 

"Lakeside" 1 ! 55 , 
Water 
Elevator 

and 
Purifying 
Pump 

Made from se- 
lected, well sea- 
soned lumber, 
painted and decor- 
ated. 

THE WATER is 
brought to the sur- 
face in galvanized 
iron buckets, 
which, when pass- 
ing down, are full 
of air, thus 

thoroughly purify- . 
ing the water and preventing it from becoming 
foul and unwholesome. They agitate the 
water, force air into it. remove foul odors 
or unpleasant tastes, destroy wiggle tails, bugs, 
and water lice, and often purifying the foulest 
well or cistern in a few days. 

ILLUSTRATION shows method of putting 
pump in the well. Very simple and does not 
require the services of an expert. Intended 
for "ny dug well over 18 inches in diameter 
and up to 40 ft. deep. Weight, about 80 lbs. 

Complete for Each 

3CP5610O— 10-foot well $ 4.55 

3CP50101— 15 -foot well 5.45 

3CP.-><H02r-20-foot well <»-40 

3CP5<{1<>3— 2 5-foot well 7.30 

3CP5(i104— 3 0 -foot well H.20 

:?CPr»<;i(l5— 3 5 foot well -,S"A£ 

3CP5<ilO<^-4 0-foot well lO.O'o 

EXTRA CHAIN BUCKETS 
3CP5610S— Extra Galvanized Chain Buckets. 
Weight. 1 lb. per foot. Ver foot. .. ..... ..9c 

For suitable iron platform, see 3CP&blrft> 
on Page 58. 
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Royal * Double-Acting $«0 
Tank Pump . . 9 



A large capacity. Double Acting Pump, for 
filling thresher tanks, stock watering, irrigating, 
etc., in fact, for any purpose where an easy 
working pump of very large capacity is required. 

This pump will draw water by suction a vertical 
distance of 2 5 feet. Owing to the real large 
cylinder bore, it is not to be recommended as 
a force pump for forcing water against high 
pressures, or high elevation; but for emptying 
ditches, cess pools, filling tanks, etc.. this pump 
will be found much more satisfactory than pumps 
of smaller bore. 

The great feature of this pump Is its enormous 
capacity. It will deliver 2,0 0 0 gallons of water 
per hour, under ordinary working speed. The 
suction and discharge 'outlets of the pump are two inches in size tapped for iron pipe 
thread The discharge outlet is fitted with a heavy two-inch cast iron goose neck, with 
couplings, al shown in illustration. The end of this goose neck is fitted with a hose spigot 
for connection to one-inch discharge hose. This goose neck is also tapped for two- inch 
iron nine thread so that it may be connected to two^inch discharge pipe, if desired. 
vXeseats are of brass and are practically indestructible Check valves are metal, faced 
with rubber. Pump is reversible; by reversing cylinder heads handle, may be placed at 
either end. 

2 EP532G0— Double Acting Tank Pump, as described, including strainer, handle and 
hose couplings. Hose not included. Weight. 8 7 lbs. $5.60 
^E C P532ft2^Pump.' as i " above," with 2 0 ft. of 2 - inch | suction hose; 10 ft. 
1-inch discharge hose; nozzle and clamps. Weight. 117 lbs. $12.50 

Each i 

STRAINER FOR TANK PUMP 
3C. "55928— Cast Iron Black Japan Globe Strainer. Made to fit two-inch suction 
hose, like illustration. Keeps chips, etc., from getting into pump. Weight, «7A« 
4 lbs. Each §VXj ^ 





Water Elevator and $/*50 

Pur if i er ( Galvanized Steel ) \j 

Made entirely 
of heavy galvan- 
ized sheet steel. 

fitted with heavy 
cast iron base, 
and Is one of the 
neatest and 
strongest pumps 
made. Every 
precaution 
should be taken 
to secure the cir- 
culation of pure 
air through the 
water we drink. 
You cannot have 
pure water unless 
you aerate it. 
Pump operates in 
the same way as 
3 C P 561 OO. 
shown in the first 
column. Weight, 
about GO lbs. 

Complete 1 VrtiT buckets for 10 -ft. well.$G.50 
3CP56111 — Complete with buckets for 

1 5-foot well ............... • ■ • • • ■ • • > 7 ?° 

3CP5G112 — Complete with buckets for 

2 0 -foot well • • lv-VvS"^ 

3CP50113 — Complete with buckets for 

2 5 -foot well ; • • • • • • v Sr-y 5 * 

3CP56114 — Complete with buckets for 
30 -foot well in • '»••»•> 

For suitable iron platform, see 3CP56137 
on Page * ^ CHAIN BUCKETS 
3CP501 18— -Extra Galvanized Chain Buckets 
for above Pumps. G/> 
Per foot • W** 

Weight, abom 1 lb. per foot.. 




CISTERN 
COVERS 

3CP5014O — Cast Iron Covers for Cisterns. 

Diameter of flange. 19% inches to .fit a 
2 0 -inch opening. Made with two lugs in tne 
rung so that a slight turn of the cover locks 
it and prevents children from opening it. 

Each gh ''.. 5 .°.. lbS : $ 2 ' 20 



Rubber Bucket Chain Pump 

Galvanized Steel 

Made of heavy 
galvanized steel. Fit- 
ted at bottom with 
a heavy cast iron 
base, which prevents 
any water from leak- 
ing out at the top of 
the well, a common 
fault with many 
pumps of this class. 

The fixtures are of 
the latest improved 
pattern. In construc- 
tion, material, and 
workmanship the 
pump cannot be sur- 
passed. Handsomely 
decorated with two 
coats of paint and 
one coat of varnish. 
Weight, about 5 0 
lbs. 

Each pump is com- 
plete with galvanized 
steel tubing, chain, 
and rubber buckets. 
3CP56120 — Com- 
plete for io-ft. well yA-;;---\;$i-2S 

3CP5<»121— -Complete for 12 -ft. well 4.25 
3CP564 22— Complete for 15-ft. well 4.5o 
3CP5<U23— Complete for 18-ft. well 4.89 
3CP50124— Complete for 2 0 -ft. well 5.30 
3CP50125— Complete for 2 5 -ft. well 5.55 




Pump Spout Attachment 



Intended to attach to the 
spout of any ordinary lift 
pump for conveying water to 
a trough, or any point away 
from the pump. Weight, 
about 4 lbs. 

3C55890— Tapped for 1^4 
-in. iron pipe. 9tff» 

Each *" UL 

3C55891— Tapped for 1% 
in. iron pipe. 

Each 




Double-Acting $ 
Hand Air Force 
Pump . . . 




8" 



3CP55945— Double Acting Hand 
Air Force Pump, like illustration. 
One of the most efficient hand air 
force pumps ever placed on the 
market This pump throws a large, 
continuous volume of air, and will 
develop a pressure up to 100 lbs. 
Strongly built, finely finished, and 
well made in every way. The work- 
manship on this pump is practi- 
cally perfect. Cylinders are made 
of heavy, solid brass seamless 
tubing, with brass caps 
ounted on trunnions o n 
cast iron base, as shown. 
Cylinders oscillate with 
lever handle, and are 
cross connected with flex- 
ible rubber tube, so that 
they both discharge into 
a common outlet. Pumps 
air on every stroke, both 
forward and backward. 
Makes an ideal pump for 
testing purposes, ana for 
use in connection with 
pneumtiao water supply systems. As an auto- 
mobile tire pump, It is unsurpassed. Abso- 
lutely guaranteed to give satisfaction Fitted 
for Va in. Iron pip© connection. Weight 4 0 

> E b | ch $8.95 

NOTE— Above pump can be furnished with 
flexible extension hose, with thumb screw 
thread for attachment to tire valve, for pump- 
ing up automobile tires at an extra charge of 
7 5c. _______ 

Rubber Bucket Chain Pumps 

Made from WOOD 
w e I l-seasoned 
wood, painted 
and decorated, 
with galvanized 
tubing. Weight 
of pump, about 
3 5 lbs. 
3CP56128— 
Rubber Bucket 
Chain Pump. 
Complete for well 
10 feet deep. 

#-..->."» 

3CP5<U29— 
Rubber Bucket 
Chain Pump. 
Complete for well 
12 feet deep. 

$2.75 

3CP56139— 
Rubber Bucket 
Chain Pump. 
Complete for well 

15 feet deep ...—www 

3CP5G131 — Rubber Bucket Chain Pump. 

Complete for well 18 feet deep #3.40 

3CP5(>132 — Rubber Bucket Chain Pump. 

Complete for well 2 0 feet deep $3.50 

We do not advise the use of chain pumps 
for wells deeper than 2 0 feet. 

Galvanized Pump Chain 




3C5G145— < Made of the best grade of steel 
rod, thoroughly galvanized. Weight, 8 ot. 

3c 



^►er foot. 

Per foot 

Rubber Buckets 

3C56142 — Rubber 

Buckets for Chain Pumps. 
Made of the best grade 
of white rubber, and 
heavily tinned iron links. 
Size. 1% in. Weight, 
3 oz. Qfip 
Per doz • OB 
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PUMP FITTINGS 



Drive Well Points 

Made of wrought pipe. 
Perforated and galvan- 
ized. Covered with a 
perforated brass jacket. 

The point in common 
use is No. 00 gauze. 
We furnish points of 
No. 100 gauze for 
Quicksands, etc. The 
terms No. 60 and No. 
100 refer to the num- 
ber of wire meshes to 
the inch. 











OJ 






m w 


S3 








Diam. 
(Pipe 


Lgth., 


Weigh 
Pound 


3 CPS 

No. 6i 
Gauze, 




24 


5 


$0.71 


\l 


SO 




.90 


1% 


3 6 


7 


1.11 




4 2 


8% 


}.§» 




30 


9 


i.Tfl 


f 


:u\ 


10 


1.46 




::<> 


12 


2,11 

2.73 


2 


48 


1 6 



550 1 

WO 

Shi 

Ocas 
2 312 

Iff 

Is 

4.80 



Pump Leathers 

Our Pump Leathers are 
made of fine oak-tanned 
stock. Quality guaranteed. 

Weight, from 1 to 4 oz. 
each. 

Crimped Plunger 
Leathers 

3C55984— 
Please note: 
Size corre- 
sponds to the 
inside diameter of cylinder. 



Eureka Tubular Well 
Cylinders 

3C55975— Used chiefly in deep 
wells to slip inside of pipe after 
well is completed. Can be fas- 
tened at any point and withdrawn 
for repairs. Prices are for brass 
body cylinders and valves complete 
as shown. Has 12-in. stroke. 
Not made smaller than for 2 -in. 
pipe. 

When ordering pipe for this 
style cylinder, specify that you 
want the pipe to be plugged and 
reamed, for which a nominal extra 
charge is made, approximately lc 
per foot. 

Size in. 2 2Vz 8 

Weight lbs. 6 8 11 

Each $2.45 $4.1Q $5,50 




Pipe Strainer 

3C55998 — For open wells and 
cisterns. Made of malleable 
Iron. Will not break. Covered 
with brass wire cloth. 



Sizes I Weight 1 Each 



1 in. 

2 in. 



1 % lbs. 
1 Vz lbs. 
1 % lbs. 
f 2 lbs. 



14c 
16c 
19c 
26c 




Pump Platforms 

Made of heavy 
cast iron. Will last 
a lifetime. ' Are far 
better than wood, 

which soon decays 
and allows water 
and dirt to run 
back into the well 
or cistern. 

Use an iron plat- 
form and keep your well water pure and 
clean. 

?PE5r*l? 5 7" ,ron Platform for Pumps 

3CPbl2 0. etc. Width, 3 3 in. Length. 
3o in. Approximate weight, 7 0 lbs. 
ii-ach $4. 05 

?£E!? 61S 6 — Iron Platform for Pumps 

3CP6100. etc. Width, 33 in. Length, 
4 0 in. Approximate weight, 8 0 lbs. 

B*™ $4.65 

88BKW — ,ron Platform for Pumps 
3CP6 110. etc. Width, 33 In. Length 
4 0 in. Approximate weight. 80 lbs. 
Each $4.65 



Foot Valve and Strainer 




Size 
in. 


Each 


Size 
in. 


Each 




1% 


80.04 


3V£ 


$0.12 




2 


•04'/a 


4 


.15 




2^4 


.05 


4% 


.20 




2% 


.06 


5 


.23 




2%. 


.08 


5% 


I 




§ 


.08 


0 







Check Valve Leather 

3C55985 — We 
gi*ve sizes of both 
the outside diam- 
eter of the leath- 
ers and the cor- 
responding size of cylinder. 





Well Wheel 

3C56070— 
Well Wheels, 
japanned. Wt.. 
3 to 5 lbs. 
Diameter. 8 
in. Each. 23c 
Diameter, 1 0 
in. Each. 33c 
Diameter, 12 
38c 



Sand Pump and 
Drill 

I3C56015 — Best 
1 forged cast steel. 



For 


Outside 






Cyl'dr 


Diam. 


Each 


Per 
Dozen 


Inside 


of 


Diam. 


Leather 






2 in. 


2Yi in. 


$.04 




2^4 in. 


2% in. 


.04 


•38 


2% in. 


3 in. 


.05 


.50 
.52 


2% in. 


3 14 in. 


.05 


3 in. 


3% in. 


.06 


.62 


in. 


4 in. 


.08 


.90 


4 in. 


4V 2 in. 


.10 


1 .05 




Expansion Drill 

3C56016 — For 
drilling earth or 
rock. Made of 
best forged cast 
steel. 



Size 
Ins. 


f Pipe 
1 Size 


I Wgt.. 
|Lbs. J 


Each 


2 
3 
4 


1 

l 1 /* 


1% 

3 

3V 2 


145 



Seating Tool For Eureka 
Cylinder 



3C55976 — Threaded to take 

1 in. pipe. Used to fasten 
cylinder in place. Weight 

2 lbs. each. Size, 2 in., 
each 27c. Size, 2Vz in. 
each 41c. Size, 3 in., 
53c. 



Stuffing Box Head With 
Side Outlet 

3CP56012 — Made 
of iron. With polished 
steel rod. fitted at 
top end with square 
wood rod socket and 
at bottom for 7-16 
in. steel rod. With 
1 0 in. stroke. 



4 



I Makes 
« Hole 
I Diam. 
55 1 Inches 




3C56000 — Foot Valve 
and Strainer. Made of cast- 
iron, japanned. Threaded 
for iron pipe. 

Size ... fE iy 2 2 
w t- -.3 lbs. 5 lbs. 6 lbs. 
Each ..26c 33c 45c 




This pump is Intended to be 
placed in a wagon tank, and 

occupies a space of but 9x16 
in. Has two 5 -in. cylinders, 
with 4 -in. stroke. Works easily 
and is very powerful. 
Fitted with 2 -in. suc- 
tion and l-in. dis- 
charge connections for 
either hose or iron 
pipe. 

It is also adapted for 
washing out engine boilers, 
draining cellars, irrigating 
lawns, gardens, etc. Com- 
plete with hardwood handle. 
It will lift water 2 5 feet and 
force it any reasonable dis- 
tance. Weight, about 90 
lbs. Has a thumb screw in 
top of air chamber which should be opened in cold weather to 
per minute PUmP ^ prevent freezin &- Capacity, about one barrel 
3CP55924— Pump only. With hardwood lever handle and hose 
couplings. Usual value $7.50 up. 6 ftC 
As illustrated ^D.^D 



Double Acting 
Thresher 
Tank 
Pump 

5" 




PUMP OUTFIT B 
3CP55925 — Thresher Tank 
Pump, 15 ft. 2 -in. wire suc- 
tion hose, 12^ ft. l-in. 3 -ply 
standard discharge hose, brass 
stub nozzle, 2 -in. hose strainer, 
with couplings and clamps. 
Weight, 9 5 lbs. 0* 9 aa 

All complete «pl£.VV 



PUMP OUTFIT C 
3CPO6920 — Thresher Tank 
Pump, 2 0 ft. 2 -in. wire suc- 
tion hose, 12%-ft., l-in. 3- 
ply standard discharge hose, 
brass stub nozzle, 2 -in. hose 
strainers with couplings and 
clamps. Wt., 115 C*1 0 OA 
lbs. All complete $l0.dU 



Spiral Earth Augers 

Made from spe- 
cial steel prop- 
erly tempered, 
black finish. 
Suitable for bor- 
ing wells in any 
soil that is free 
from large rocks 
or hard pan. 
The sizes 2 Ms 
and 3 in. are 
fitted for 1U in. 
pipe. Sizes 4 . 
5 and 6 in. are 
fitted for 2 in. 
pipe. 



Iron Well Chains. 
Length 2 ft., with hook 
I and ring. Weight, 10 
ounces. 

3C56072-Plain. 

Each 8c 

Per dozen 75c 

3C56073— Galvanized. 

Eacb 11c 

Per dozen $1.(15 



which 

the base of the pump is 
bolted. Holds the pump 
tight and rigid. 
Pipe size . 4 in. 5 in. 6 in. 
Weight, 

lbs... 22 2 6 2 7 

Each 

..81.50*1.70 *1.90 



Hydraulic Ram 

3CP55950 — A WONDERFUL 
LITTLE MACHINE which will 
automatically lift water to a tank 
or reservoir, provided it is placed so 
as to obtain a fall of two feet or 
more from the stream, or source of 
supply to the ram. 

For instance: If you are near a 
stream, lake or body of water, so 
situated that you can secure a fall 
of two feet or more from the water 
to the location of the ram, the 
ram will automatically discharge a 
certain proportion of the water to 
a point considerably above and 
beyond the ram. 

The amount of water which the 
ram will discharge depends on tlx 
fall and the height of the discharge. 
The larger size rams, where an abundance of water Is supplied, 
are adapted for elevating to the greatest heights and longest 
distances. 

A considerable portion of the water is wasted, and for this 
reason the ram should be placed in a position where the waste 
water will drain off, as the ram will not operate if submerged. 

After the ram is placed in position, It will work day and night, 
without further care or attention. 

The only parts that will wear out in time, being the outside 
impetus valve which, however, is made of hard bronze and will 
give long service. 

It furnishes an extremely economical method of supplying water 
to farms or country residences, and if your conditions are favor- 
able for the installation of one of these machines we suggest you 
write for our special circular giving full details as to the efficiency 
of these wonderful machines, which we Mill gladly send free upon 
request. They are made of iron, with hard bronze impetus valve 
and case, and are practically indestructible. Order No. 3CP55950' 




Size 


Quantity fur- 
nished by reser- 
voir to which 
ram is adapted. 
Gal. per min. 


Size of Pipe 


Average 

Wt. 
Pounds 


Drive 
in. 


Disch'g 
in. 


2 
3 
4 
5 


% to 2 
1% to 4 
3 to 7 
6 to 14 


% 

1 

m 
2 


% 

s 


25 
3 5 
42 
72 



Each 



Prices on larger rams on application. 



$ 5.20 
6.25 
7.95 
12.40 



Well Cylinders 



Made heavy and strong, bored smooth, and fitted 
with best valves and leathers. The proper size cylinder 
to use in a certain well must be determined by your 
own good judgment, but for ordinary hand use we 
suggest the following: . Cylinder, in. 

For wells 20 to 4 0 ft. deep 3% to 4 

For wells 5 0 to 8 0 ft. deep 3 to 3% 

For wells deeper than 8 0 ft 2Vz to 3 

For windmill use a somewhat smaller cylinder should 
be used, but this will depend on the size of your 
mill. 



The larger the cylinder the more water you will 
raise, but the power applied will also have to be 
greater. For instance, a 4 -inch cylinder will work 
somewhat harder than a 3 -inch, but will also deliver 
more water per stroke. 

The 10 -inch and 12 -inch cylinders have a 6 -inch 
stroke, and the 16 -inch cylinders have a 10 -inch 
stroke. Always state size of pipe for which you want 
cylinders fitted, otherwise we will send according to 
our best judgment. They are usually fitted 1% -inch pipe for all 
cylinders smaller than 3%-inch. and 1%-inch or 2-inch pipe 
for cylinders 3^ -inch to 4 -inch. Weights range from 9 to 2 5 
pounds each. We save you about one-half, and guarantee the 
quality. 






Iron Well Cyl's. 

Smooth Iron, 
ground and pol- 
ished inside. 


Brass Lined Cyl's. 

Body is made of 
iron with a pol- 
ished brass lining, 
iron caps. 


Brass Body Cyl's. 

Made with seam- 
less brass body, 
iron caps and 
plunger. 


[Inside 
Diameter 
of Bore, 
Inches 


3C 55960 

Length 
10-inch 


[3C55961 

Length 
12- inch 


3C55962 

Length 
16-inch 


hi 


3C55964 

Length 
12- inch 


10 


m 
& 

Mi 


f 

ill 


if fa 


2 

2% 
3 

SH 
4 


$0.69 
.81 
.94 
1.31 
1.67 


SO. 98 
1.11 
1.31 
1.67 
2.15 


$1.11 
1.31 
1.48 
2.05 
2.68 


$1.92 
2.06 
2.32 
2.77 
3.34 


$2.05 
2.19 
2.46 
2.88 
3.68 


$2.32 
2.63 
2.89 
3.47 
4.50 


$1.85 
1.93 
2.25 
2.60 
3.25 


$1.98 
2.10 
2.40 
2.85 
3.45 


$2.20 
2.52 
2.84 
3.40 
4.45 



NOTE — Be sure to give pipe size for which you want cylinder fitted 



Wood Rod Couplings 

I 3C56030 — Made of 
malleable iron. For con- 
necting wood rods. Two 

rivet holes in each fork. 
Prices are per set as 
shown. Galvanized. 
1 Size Weight Each 
1 1 lb. 1 7c 

1 % 1 % lbs. 22c 



Galvanized Pump Rods 

Round Steel Rod. For 
connecting cylinder to pump 
head. Comes in random 
lengths about 18 ft. each. 
Diameter. %, 7/1 6 and 
% in. Weigbts range from 
6 to 1 2 oz. per foot. 
3CP56036— Per ft.. 0 lfl 
not threaded. C^ive size) "it 
3CP50037— Per ft., thread- 
ed and cut to any exacts 1 
length 44C 



Square Wood Pump Rod 

Used chiefly In tubu- 
lar wells for connecting 
cylinder to pump head. 

;{CP56032-Size. 1 £. 

Weight. ok lbs. per 100 
3CP56033— Size. 1 # 
ft. Per 100 ft.. $1.5* 
in. Weight, 3 0 lbs. per 
100 ft. 

Per 100 ft $1.75 



See pages 55 and 
56 for price of any 
of our pumps fitted 
complete for any 
depth of well. 



Ro d Couplin gs 

■I 



mal- 
gal- 



Made of 
leable iron, 
vanized and 
threaded ready 
for use. For 
steel or iron 
pump rods. 
3C56040— Size 
% inch. 14 
thread. 

Each «c 

3C55041— Size 
7/16 inch; 12 
thread. 

Each 4c 

3C56042^Size 
% inch; 12 
thread. Each 5c 
Weight. 2 to 
4 oz. each. 



Pump Rod Tongs 




Pump Rod. Has an inserted steel 
jaw. and is the best tool for the 
purpose on the market. Length 1 2 

l?ach Welght :. 21b3 ;. 80c 



Iron Float Valve 



Enterprise 
Float 
Valve 




3Co(»020— For Windmill Tanks. To 

or^r^J n ™nnection with our No. 

acb()2 4 copper float. 

Size, in % i iy 

«? ht 2 V4 lbs. 2% lbs. 8J& 

•••47c 4Hc 5S«> 



Each 



3C56022— 
When connected 
with copper float 
will automatically control 

the flow of water in stock 
tanks, cisterns, etc. For 
either high or low pres- 
sure. Will not stick. 
Size, in.. % 1 1% 
Weight. 

pounds . . 1 % 1 % 2 
Each ,.S6c 94c $1.0Q 



Pipe 
Lifting 
Clevis 




3C 56054 — A handy de- 
vice to prevent pipe from 
slipping when being taken 
from well. Heavy pat- 
tern. Weight, about 1 0 
lbs. Can be used on 1 
and Wi, in. pipe. HZ* 
Each '»t 




Tubular Well Valves 

3C559HO— 
Made of Brass. 
Carefully fln- 

Prices are 
for one set, con- 
sisting of one 
plunger and one 
check valve, as 
shown. Will fit 
inside of 2 -in. 
iron pipe. Wt., 
2 lbs. Pier set 
(plunger and 
check OC 
valve. yl^uo 



Copper Float 

3C56024— 
Can be at- 
tached to a 
lever on the 
tank valve, to open and close 
automatically. Weight, 1 lb. 
Size, 9V 2 x2% in. 
Each 99c 



Pipe Lifter 
and Holder 




3CP5605O — Babcock Pipe 
Lifter and Holder complete. 

For well-drillers. Simple, 
yet complete. Suitable for 
pipe size 1 in., 1^4 in., 1% 
in., and 2 in. Weight. 4 4 

Each $5.20 



Well Pipe Holder 




3CP50052— Mounted on a 
2 in. plank. Quickly ad- 
justable to hold either 1- 
in., l^-in. or 1%-in. pipe 
Chillqri concave pipe-jaws. 
Shipping weight, 30 ^ O A A 
lbs. Each $£.UU 
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Improved Clipper" Galvanized Steel Windmills and Towers 

No Better Made at Any Price. Requires Less Repairs Than Any Other 

NEWLY IMPROVED FOR 1914 
No Other Mill Equal to Our "Improved Clipper" That Sells at 
Anywhere Near Our Prices. Back Geared 2y 2 to 1. 




Far 20 years we have handled, with great satisfaction to ourselves and 
customers, our well known "Clipper" line of Pumping Windmills. We 

have shipped them to all sections of the U. S. and nearly every country 
in the world. The continued increase in our sales evidences the good 
service they have given. The building experts, after years of constant effort, 
have now perfected our "Improved Clipper," improving the operation, 
simplifying the construction, making need of repairs less than ever, and 
perfecting little details of the old "Clipper," which all combined, warrant 
us in making the assertion that "You cannot purchase its equal at any- 
where near our prices. You cannot buy a better one even If you paid 
double what we ask for it." 

WE GUARANTEE 

Our Improved Clipper Windmills and Towers to be carefully constructed 
of No. 1 material throughout, and when properly erected and cared for, 
will pump as much water, and require no more repairs than any other 
mill on earth of equal size, under similar circumstances. 

We also agree to replace or repair, free of charge, any part that breaks 
from defect within one year. . . . 

We fully warrant our mills and towers to stand up in any storm that 
does not damage surrounding buildings, trees or windmills. 
This guarantee in force one year from date of purchase. 

THE ERECTION 

of our windmills and towers is no mechanical problem. TheJnfeMlglble fUMi p— Ola* dirscti SiU Vfafi Wt 



supply enables the regular farm hands to erect them without difficulty, 
ski!" ' 



WINDMILL WHEEL is made up in six sections, in all sizes, except the 6 ft. mill, which is in four sections. Our 6, 8,. 12. 

and 16 ft. mills have four sails to each section; 10 and 14 ft. mills have five sails to each section. Each section is rigidly 
supported by heavy angle steel braces. Sails are made of heavy galvanized steel, and shaped to receive the full effectiveness 

° f VAN E^is' made of heavy galvanized sheet steel, and heavy steel bracing, and is provided with an effective spring governor, 
which by its action on the vane, holds the wheel at the proper angle to develop only the required velocity for work in heavy 
winds, and causing it to face lighter winds fully and obtain the full effect. Governor is adjustable so that the operator can 
readily set it to get the best results from the prevailing winds in his section. 

THE WORKING HEAD is the most simple ever used on any mill, and distributes the strain and wear equally, so that 
there are no weak parts to give trouble, no need of frequent repairs. Is back-geared 2% to 1, so that the wind wheel makes 
2% revolutions to each stroke of the pump. This feature is especially superior to the direct stroke mills, as the pump will 
operate on much lighter winds than the direct stroke mills, and in a storm there is less liability of damage to the pump or 

"^AN^eP^ECTUAL BRAKE, operated through the governor spring, automatically holds the wheel when locked out of the wind. 
The pumping rod connection has swivel joint through the center, through which the pull-out wire passes, and allows the mill 
to turn freely without entangling the pull-out wire. Thirty-two feet of pump pole furnished with mill, when mill only is 
ordered When mill and tower are ordered complete, sufficient pump pole is supplied to connect pump. We recommend the 
purchase of mill and tower together, as the tower caps to receive mill are perfectly fitted, and the entire outfit can be erected 
with very little trouble. When mills only are ordered, we always furnish cap for wood tower, unless the steel tower cap is especially 
ordered When so specified, we can supply mast fittings with the mills in place of wood or steel tower caps. Prompt shipments 
direct from warehouse Northern Illinois. Prices given below are for mills only, complete with tower cap. ready to set on tower. 
They do not Include the short stub tower, shown In illustration, 



f directions are properly followed. 

"fled help is not necessary. 

CONSTRUCTION 

Strength, durability and simplicity are fully demonstrated in our Improved Clipper The materials used 
are such as are best adapted to the requirements, and are heavy enough to withstand all strain, yet not 
so heavy as to give the mills a clumsy appearance, or prevent them from being thoroughly effective. 



Cat. No. 


Size of 
Wheel 


Length of 
Stroke 


Weight 


Price at 
Warehouse 


2EF52820 
2EF5282 l 
2EF52822 
2EF52823 
2EF 52824 
2EF52825 


6 ft. 

8 ft. 
10 ft. 
12 ft. 
1 4 ft. 
1 6 ft 


4 & 6 in. 
4, 6 & 8 in. 
4. 6 & 8 in. 
6, 8 & 12 in. 
6, 8 & 12 in. 
10. 1 2 & 1 4 in. 


2 8 0 lbs. 

3 80 lbs. 

4 7 0 lbs. 
9 5 0 lbs. 

1100 lbs. 
17 2 0 lbs. 


S1&.65 
18.50 
24.0O 
49.50 
67. SO 

104.00 



Simple 
Mechan- 
ism Equal 
Strain 




Prompt 
Shipment 



Everything in the 
construction tend- 
ing to cut down 
repair expense. 

6 Sizes 
6 Ft. to 16 Ft. 
Wheels 



Detail Cut of 
Working Head 




Galvanized Steel "Clipper" Towers 

To Use with Our "Improved Clipper" Windmills 
Tension Cross Braces 

Extra Heavy 

, Notice the Weights 

4 Posts 

These Prices Are For 
Towers Only 

The strongest and most substantial towers made. 

The bracing is done in a manner that renders the 
tower rigid, clamps being used by which an equal 
tension is put on every brace. A set of cross girts 
is provided for every 10 -ft. section, the last set 
being close to the ground and just above the anchor 
post joints. Each 10 -ft. section is thoroughly braced 
by four sets of round steel brace rods with eyes 
turned at each end so as not to reduce the size. 
Two rods on each side of the tower cross each other 
at a point near the center of the section, where 
they are clamped and can be tightened so that 
each pair of rods bears the same tension, making 
the tower rigid and firm. In addition diagonal cross 
rods from corner post to corner post in every 10 -ft. 
section, by means of which the tower is squared up. 
LADDERS are made of steel, firmly riveted, making 
it safe to climb. Pull-out lever attached to left 
post is furnished when mills and towers are ordered 
together. ANCHOR POSTS are made of the best 
quality of angle steel. Each tower furnished with 
platform. Made in three styles or weights, each 
properly proportioned for the mills they are designed 
to support. Prices are at warehouse, Northern 
Illinois. 




One Section of Tower Only 
Showing Construction 
Mills 



Model No. 1. For 6-ft. and 8-ft 

2EF52830— Height, 20 ft., weight. 3 5 0 lbs ..$13.90 

2 EF52831— Height 30 ft., weight. 5 3 5 lbs 24). 75 

2 E F52832— Height. 40 ft., weight. 700 lbs 27.05 

2EF52833— Height, 50 ft., weight. 940 lbs 38.90 

Model No. 2, For lO-ft. Mill 

2EF52836— 20 ft, weight 390 lbs $15.50 

2EF52837— 3 0 ft, weight, 5 60 lbs 22.40 

2EF52838— 40 ft, weight, 745 lbs 21>.J).% 

2EF52830— 50 ft., weight, 1000 lbs 30.65 

Model No. 3. For 12-ft. and 1 I -ft. Mills 

2EF52842— 20 ft, weight, 54 5 lbs $22.W> 

2EF 52843— 30 ft. weight, 790 lbs 33.JS5 

2EF52844— 4 0 ft., weight, 104 5 lbs 43.0O 

2EF52845— 50 ft. weight, 1385 lbs 55. 70 

Model No. 5. For lG-ft. Mill 

2EF52847— 20 ft. weight, 750 lbs $32,50 

2EF 52848— 3 0 ft., weight, 1100 lbs 48.75 

2EF52840— 40 ft, weight, 1400 lbs «2.50 

2EF52S50— 5 0 ft, weight. 1815 lbs 83.00 



"Clipper" Pumping Jacks, $5.60 

For belt power connection to pump. Geared back one to 
six, pump rod makes one stroke while the driving pulley 
makes 4% and 5% revolutions. Made in two sizes for 
medium and heavy pumps. Pump connection, 8 ft of 
pump pole and such bolts as are necessary to attach the 
jacks to posts included. 

2EF52861— No. 1 Pump Jack with 10x4 in. pulley for 

ordinary pumps, back geared 5% to 1, and with 6 in.. 9 in., 
and 12 in. strokes; weight, 9 0 lbs. Price, at warehouse. Northern 

Illinois 85. UO 

2EF52802— No. 2 Pump Jack with 12x5 in. pulley for large 
pumps, back geared 4% to l. Has 12 in., 15 in., and 18 in. 
stroke; weight, 150 lbs. Price, at warehouse, Northern 
Illinois S10.50 





"Clipper" Windmill Regulator 

When tank is empty the regulator lets the mill into the wind 
nSPJ^J* f " u - When full the regulator throws the mill 
out of wind. It starts mill when the water in the tank is 
lowered 8 inches. It can be attached to a 2x6 in. plank on 
either side of pump rod. Tank may be located a distance from 
t ^rE? < * n 5r .^ ire furnished to connect to tank at tower; 
additional wire is extra. Rack bar is made of steel, balance of 
w al 5 le £ ble , l ron u Sections with each. Float not furnished. 
_ Weight 14 lbs. 

p 2EP52850— Price *1 *>o 

2EP52857— Extra wire per rod . . '. '. \ ! '. '. " ' [" ' ' ' ' ' ' ' ' .QfS 



Windmill Pump 
Spring 




A cushion spring, simple in con- 
struction, and intended to connect 
between the wood and flat pump bar, 
or it can be readily changed to any 
joint on the wood rod, eliminating 
the jar and jerking on pump and 
lengthening the life of same. It fits 
all pumping mills and attaches the 
same as any common pump connec- 
tion. Makes pumping easier and 
allows the windmill to do more work 
in lighter winds. Weight. 7 hi lbs. 
2EP52850— Price OOc 



Windmill Quadrants 

For Either Pumping or 
Power Mills 



$3.25 




To transmit power from mill when the mill 
is some distance from the pump. Two levers 
with two wires drawn tight by take-up bolts. 
Pump connection, 8 foot of wood pump rod, 
pivot plates and center bolts included. Weight, 
5 3 lbs. 

2EP52804— Price, without wires. 

Each 98.95 

2EP52805 — Quadrant wire for connecting. 
Price, per rod 5<» 
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One Horse 
Power 
Water 
Cooled 

$2gso 



Shipped Promptly from 
Kansas City 

Design and Construction 
Proportion and Power 



The "DAIRY MAID" was designed 
particularly for woman's work. Many 
engines have been designed and placed 
on the market, but all for doing man's 
work. Here is women's chance to enjoy 
the benefits of gas engine power. This 
little engine is convenient and is built 
along the same lines as our Neward line 
of engines for heavy duty. The work- 
ing parts are all as carefully fitted as 
on the big farm machines. 

The Governor is extremely accurate 
and sensitive, therefore the speed may be 
controlled to a nicety. 

The "Dairy Maid" is proportioned in 
the same iiberal manner as the now 
famous Neward Engine. The cylinder is 
just the same size as other engines 
rated at one and one-half horsepower; 
but as we have adapted honest and 
liberal horsepower rating, as our motto 
in the gas engine line, you will get the 
same extra power, the same liberal 
amount of surplus energy in the "Dairy 
Maid" as you will in the highest priced 
engine we build. 

Suitable materials are used in every 
part of the machine. The work is all 
that can be desired by the most careful 
and critical buyer. In fact, it is very 
much better than that usually found in 
machines of this type. The "Dairy 
Maid" is built in a factory which is 
devoted solely to the production of our 
„ Neward engines; and the most skilled 
workmen, the same high grade auto- 
matic machines that turn out the Neward 
also build the "Dairy Matd." 



ft 



The Dairy Maid" 

A Safe, Clean, Quiet Little Gasoline Engine 

Particularly adapted to Women's Work, Equally useful for all 
small and light jobs on the farm. For pumping water, turning 
the grindstone, the emery wheel, running the disc sharpener, etc. 



60 Days' Free Trial— Read The Guarantee 




Dimensions, Weight and Specifications 



Cylinder Bore and Stroke, 3%x4 inches. 'Normal speed, 500 revolutions per minute. Pulley, 4 
inches in diameter, 4 -inch face. Shipping weight, approximately 200 pounds. 



Equipment 



Battery Box, containing dry batteries. Spark Coil. Switch, and necessary wire. Sight Feed Oiler 
for cylinder. Full equipment of oil pockets and grease cups for all other moving parts The same gov- 
enor as used on our small sizes of the Neward. Hopper cooled. Gasoline Tank located under engine 
base. Carburetor, Suction Feed, Muffler, and Instruction Book. 

All complete and ready to run as soon as the gasoline tank and lubricators are tilled. 
8EF335— Water Cooled Engine. Shipping weight, 2 00 lbs. 



Price §28.50 



Don't overlook the advantages of a Water Cooled Engine. AH danger of overheating is eliminated You 
can use it continuously. The air cooled engine can be built cheaper, but you don t get the ettuiency That 
is what you pay for. If you would have your work done well, let the "Dairy Maid do it. It will do you 
a good turn at every revolution. _ _ , „ 

Try a "Dairy Maid" Engine, and a "Golden Harvest" Cream Separator. One saves work the other 
saves money. Think this over. It won't cost you anything to try it. Read our 60 -day free trial offer. 



Guarantee 



We guarantee the "Dairy Maid" Engine for all time against defective material pr imperfect workman- 
ship, and will duplicate free of all cost any part that breaks or gives way which shows original defect or 
imperfection. We also guarantee it to develop one brake horsepower at normal speed continuously under 
all weather conditions when operated according to the directions we furnish. 



One Horse 
Power 
Water 
Cooled 

$2(}5o 



Shipped Promptly from 
Kansas City 

The "Dairy Maid" is Truly 
a Woman's Engine 

A noted writer and observer of events 
recently made the statement that women 
today are doing their housework in 
practically the same way as they did 
one hundred years ago; that is, with- 
out the aid of labor saving machinery. 
He also said that if man was doing the 
housework, he would have machinery to 
do practically all of the hard work. 
This is only too true. Man invents his 
own machinery and gives more thought 
to making his own labors easier than he 
does to the work of the woman. Such 
improved labor saving machinery as you 
do see for work around the house is 
generally hand power. At a slight ex- 
pense these machines can be equipped 
to attach a small engine to them and 
the overworked housewife can be re- 
lieved of much of the daily drudgery 
and see a bright side to life. 

Fully realizing these conditions we 
have made an engine which will do the 
hard work around the house. The 
"Dairy Maid" is that engine. K is as 
simple to operate and as easy to take 
care of as a sewing machine. The low 
price brings it within the reach of 
everyone: the operating expenses are as 
low as could reasonably be hoped for 
and still get good results. 

In addition to being of such great 
help to a woman, the "Dairy Maid" 

can readily be utilized for doing in- 
numerable jobs about the farm. The 
more that you can find for it to do 
within its capacity, the more profitable 
investment it becomes. It is like other 
modern inventions — after owning one you 
will wonder how you got along without 
it all these years. 



PUMP JACKS 

No. 10 and No. 11 

WITH AND WITHOUT BASE 

FOR ATTACHING TO ORDINARY 
WELL PUMP STANDARDS 



No. 10 
$375 




No. 11 
Jack 
[$435 



Others Ask 50 Per Cent More Than 
Our Prices 

Back geared jacks, to 
operate by beit, with small 
gasoline engine or other 
belt power, and can be 

attached to any ordinary 
pump with windmill top. 
Speed 150 to 2 00 revo- 
lutions per minute. Back 
geared 4 to 1, and with 
speed of 16 0 revolutions, 
will make about 40 
strokes of v pump per 
minute.. Three strokes, 5 
in., 7% in., and 10 in. 
Pitman rods are vertical 
on upstroke, so there 
is no side wear on 
pump bar. Tight 
and loose pulleys, 
1 2 in. diameter for 
2 in. belt. Fur- 
nished with clamp, 
and bolts to attach 
to pump standard. 
Prices do not in- 
clude pump shown in 
illustration. Shipped 
from Kansas City. 



3EP50S10 — No. 10 Jack, wKh leg support, to clamp direct 

to pump. Weight, 7 0 lbs. Price $3.75 

3EP5(h£12— 'No. 11 Jack, same as above, except with sub- 
base to support it, necessary where jack cannot be clamped to 
pump. Can be used on floor, wall or ceiling. Complete with 
pump clamps. Weight, 80 lbs. Price $4.35 




DOUBLE pump jack 

$£50 



STRONG 

AND SUBSTANTIALLY 

BUILT 



Pump Jack No. 3 

No. 3, double back geared pump jack; 
three strokes, 5, iVz or 10 in. This 
jack is back geared. 13 to 1. so that the 
pulleys make 4 55 R. P. M., while the 
pump is making 3 5 strokes per minute. 
This enables you to belt direct from any 
small engine, without slowing the engine 
down and reducing its power. In this 
way you can use the full power of your 
engine on very deep wells, or a small 
high-speed engine can develop its full 
power and run the pump at the 
proper speed on shallow wells. 

This is the best all -round jack 
to use with gasoline engines of 
4 H. P. or less. There are two 
sets of driving gears, giving the 
jack double strength; an extra 
set of reducing gears, so the pul- 
leys have high speed while the 
pump is being driven at low 
speed. 

It is furnished complete 
with pump rod, pump yoke, 
grease cup, lag screws, 
bolts, and in fact, com- 
plete, as illustrated above. 
Weight is about 125 lbs. 
3EP50215 — Price, at 
Kansas City $6-50 




CLIMAX $£75 

PUMP JACK O 



Double Gears 

Single Reduction 



Pump Jack 
No. 2 



No. 2 pump jack; three 
strikes. 5. IVz or 10 in.; 
back geared, 4 to 1 ; tight 
and loose pulleys, 13 hi. 
in diameter for 2 in. belt. 
When pulleys are driven 
140 R. P. M., the pump 
will make about 3 5 strokes 
per minute. 

This jack has two seta 
of gears with l V* in. face, 
giving it double strength, 
and is suitable for wells 
15 0 ft. deep or less. It is 
furnished complete, as il- 
lustrated, with pump poles, 
pump yoke, cast leg to sup- 
port jack, clamp to go 
around pump standard, 
grease cups for main bear- 
ings, lag screws to fastan 
jack to pump platform. 
3EF50214 — Weight 
about 100 lbs. Price, at 
Kansas City $5.75 
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GALVANIZED STORAGE TANKS 

For Storing Water in House-plumbing Systems 

Round End Tanks Our Leader $ 3H 

Our long, round end Galvanized Water Storage Tanks are the most popular storage tanks 
for house plumbing systems on the market at the present time. A long end tank has an 
advantage over a round tank where a large amount of water is required to be stored, or wiiere 
the rafters of the building, or the construction, is not very strong. 

The advantage of a long tank >f this kind lies in the fact that it spreads the weight of the 
water out over a greater area. It takes in more rafters, so that the weight is not concentrated 
at one point. There is no chance of the rafters bulging downward, causing cracking of plaster, 
etc., as sometimes occurs where a matter of this kind is not taken into consideration. 

The attic tank should always be placed over a partition on the floor below, so that the 
weight will rest on the partition. Never locate it over the center of a room. 

You will note that we ship these tanks either set up or knocked down. If your house Is not 
yet built, you can have the tank shipped set up if you order it in time to get it into the attic 
during the construction of the building, and before all the rafters are put on. 

If there is not an opening to your attic large enough to admit the size tank you want, you 
can order the tank shipped knocked down and build it in the attic yourself. Tanks are very 
strongly and substantially built, of No. 20 gauge galvanized steel, heavily reinforced, as 
snown in illustration. 



2EF53210 . . 
12EF.*V'l! 1 1 . . . 
2EF532 I2 . • 

pFsaSfa ... 

2EF53214 ... 
2EF53215. . . 
2EF53216. . . 
2EF53217... 
2EF53218 ... 
2EF53219... 

iiFgagh 



2EF53227. 



Width 



2 ft. 

2 ft. 

2 ft. 

2 ft. 

2 M: ft. 

3 ft. 



Height 


Length 


Capacity I 


Weight 


2 ft. 


4 it. 


3 bbl. 


5 5 


2 ft. 


6 ft. 


4% bbl. 


75 


2 ft. 


8 ft. 


6 y* bbl. 


95 


2% ft. 


8 ft. 


8 bbl. 


115 


2 ft. 


8 ft. 


8 bbl. 


103 


2 ft. 


8 ft. 


bbl. 


120 


2 ft. 


8 ft. 


1 3 bbl. 


140 


2% ft. 


8 ft. 


1 6 bbl. 


155 


3 ft. 


8 ft. 


19 bbl. 


175 


2 ft. 


10 ft. 


1 2 bbl. 


145 


2^ ft. 


10 ft. 


1 5 & bbl. 


165 


3 ft. 


10 ft. 


1 8 bbl. 


190 


2 ft. 


10 ft. 


1 6 bbl. 


170 


3 ft. 


1 0 ft. 


2 5 bbl. 


21 5 


2 ft. 


16 ft. 


2 7 bbl. 


2 80 



Price at 
warehouse 
| 3.95 
5.35 

<>.<jo 

8.95 
8.95 
9.35 
11.35 
11.75 
13.95 
11.35 

ii.es 

13.95 
13.75 
15.95 
19.95 




Tanks 4 and 6 feet long are furnished with one angle brace across top and one angk 
brace on each side. Tanks 8 feet long are furnished with one angle brace across top and two 
on each side. On 10 foot tanks we furnish two angle braces across top and three on each 
side. On 1 6 foot tanks, three braces across top and four on each side. 

These tanks are without any question the strongest and most substantially built water 
storage tanks on the market. Every tank absolutely guaranteed. 



Note— Prices quoted are at Kansas City warehouse. 



Round Water Storage Tanks 
$395 



Where a tank can be located in arttic over good strong studdmg below, we recommend the round style 
of tankf It requires no side bracing whatever, and as the force or pressure of water is equal in ail 
directions the ctreStl design gives the strongest possible construction to withstand tills pressure. 

Our circular Sater storage tanks are guaranteed up to the same high standard of workmanship as our 
long round e,, d storage tanks. Every tank is fully guaranteed. Made from regular No 20 United 
States Standard Gauge Galvanized Steel. This gauge we have found to be sufficiently heavy for all 
nra<>Hnol , ltso Tf vo ifi Oauee Steel is wanted, we can furnish same at 20% above prices given below 
practical use. If No. 18 l*auge oteei is W * N0 TE— Prices quoted below are for tank at Kansas City warehouse. 




No. 



Diam. 



I Height I Capacity I Weight I Price 



Always Shipped Set UP 
If Not Ordered Knocked Down. 



2EF 53O0O 

2ef 53001 

2EF53002 
2EF53993 
2EF53904 
2EF 53995 
2EF53000 
2EF53007 
2EF53008 
2EF53009 
2EF53010 
2EF53011 
2EF53012 
2EF53913 



3 ft. 


2 ft. 


4 ft. 


2 ft. 


4 ft. 


2% ft. 


4 ft. • 


3 ft. 


4 ft. 


4 ft. 


5 ft. 


2 ft. 


5 ft. 


2% ft. 


5 ft. 


3 ft. 


5 ft. 


4 ft. 


6 ft. 


2 ft. 


6 ft. 


2 Ms ft. 


6 ft. 


3 ft. 


6 ft. 


4 ft. 


6 ft. 


5 ft. 



3 
5 
7 
8 
12 



bbl. 
bbl. 
bbl. 
bbl. 
bbl. 



8 y 2 bbl. 
10% bbl. 
1 3 bbl. 

1 7 V* bbl. 
12 Ms bbl. 
15% bbl. 
1 9 bbl. 

2 5% bbl. 
3 1 bbL 



52 lbs. 

7 5 lbs. 

8 5 lbs. 

9 5 lbs. 
115 lbs. 

9 8 lbs. 
110 lbs. 
120 lbs. 
14 0 lbs. 
12 5 lbs. 
14 0 lbs. 
1 5 5 lbs. 
1 9 5 lbs. 
210 lbs. 



8 3.95 
5.30 
5.95 
0.55 
9.25 
7.10 
8. 30 
9.80 
11.95 
9.80 
11. 40 
12.75 
14.95 
17.95 



2EF53018 — Hinged Covers, price per sq. ft 15c 

2EF53019 — For 18-gauge steel, add to above prices, 2 0 per cent. 
2EF53020 — %. 1 or l'/4-'n. pipe connections. State size. Each 25c 



Hinged ■ 
Covers 



SOLIB COVJR 




HINGED COVERS like illustrations can be furnished with any of 
our steel tanks. Price given is for each square foot. In figuring the 
square feet of round cover, multiply the square to get the number 
of feet For instance, a round cover 6 ft. in diameter would be 
6x6 or 36 sq. ft. Shipping weight, about 2 lbs. per foot. 

2EF53071 — Per square foot 15c 

2 E F 53972— Per square foot 15c 



OUR 




Rust-Proof" Lock Seams 

and Riveted Seams Having Tinned Rivets 
Make Our Tanks as Near Rust-Proof as They 
Can be Made Because 
Water Does Not Come 
in Contact with any 
Black Iron. 

Practical use has proven our tanks to be money savers. The 
factory that makes our tanks was started 20 years ago. The first 
tanks they made are still in use on farms throughout the country 
and do not show any material signs of wear The reason for tms 
is that all the smaller tanks are made with the lock seam, and 
the large round tanks and others made of 1 6 or 18 gauge have 
tinned rivets in the riveted seams. This means that no water or 
milk, etc.. or any other contents ever reaches the black iron used 
in the outside bracing and there is no chance for the tank to rust. 
Some tanks will rust around the seams, a fault which makes the 
average steel tank short lived. This is not the case with our tanks. 
We are making this statement after having seen these tanks put 
to an 18 -year test. We guarantee every galvanized steel tank 
that we sell to give "SATISFACTION OR YOUR MONEY BACK." 

Hundreds of our tank customers tell us that they prefer our 
tanks to any other because they don't rust and have at all times 
proved most satisfactory. ALL TANK MEASUREMENTS ARE 
OUTSIDE. 




Round Storage Tanks $OA 

Made of Galvanized Steel 



85 

and 
up 

Riveted and Soldered Seams Shipped Set Up or Knocked Down 

All Tanks under 8x8 can be shipped set up, and while 
they take a higher freight rate this cost is more than off- 
set in the cost of setting up. We will therefore ship set 
up unless instructed in your order to ship K. D. Solder 
and rivets, also full instructions, accompany each tank 
when shipped, so that completion is easily understood. 
On the small sizes we quote both No. 18 and No. 20. gauge steel, but on the larger 
sizes do not recommend less than No. 18. Pipe connections, covers and, faucets same 
as on round stock tanks. Prices are at Kansas City warehouse 



Square End Tanks 

Always Shipped Set Up if No! $^65 



Ordered Knocked Down 




Made of No. 29 U. S. Standard 
Gauge Steel. All tanks 6 and 8 ft. 
in length furnished with one angle 
brace across the top and two angle 
braces on each side. On 10 -ft. tank 
two angle braces across the top and 
three on each side. Prices are at 
Kansas City warehouse. 



No. 



2EF 53941 
2EF53042 

21EF53943 
2ef:>3044 
2EF6304K 
2E* 53946 

2EF53647 



Diam. | 


Height 


Capacity 


6 ft. 


6 ft. 


4 0 bbl. 


6 ft. 


8 ft. 


5 3 bbl. 


8 ft. 


5 ft. 


6 0 bbl. 


8 ft. 


6 ft. 


7 2 bbl. 


8 ft. 


8 ft. 


9 5 bbl. 


10 ft. 


8 ft. 


15 0 bbl. 


1 0 ft. 


10 ft. 


1 8 6 bbl 



Weight 
2 0 -gauge 



Price 
20 -gauge 



2 6 5 lbs. 

3 3 0 lbs. 

3 5 5 lbs. 

4 4 0 lbs. 

5 2 0 lbs. 
63 5 lbs. 
7 4 0 lbs. 



$2<>.85 
26.95 
27.95 
39.95 
38.50 
53.99 
5959 



No. 



2EF3959 
2EF3951 
2EF3652 

2EF3053 

2EF3654 
2EF3655 
2EF3956 



Weight 
18-gauge 



32 0 lbs. 
400 lbs. 
4 3 0 lbs. 
510 lbs. 
610 lbs. 
7 9 0 lbs. 
9 9 0 lbs. 



Price 
1 8 -gauge 

K) 



824.L . 
32.iM> 
33.99 
37.59 
4659 

es.»5 

71 .49 



No. 1 Width I Height I Length 


Capacity | Weight 


Price 


2EFr>3<)69 

*EF 53961 

2EF53663 

2 EF 53094 

2EF53095 

2EF53999 

2EF53968 


2 ft. | 2 ft. 1 
2 ft. ] 2 ft. 
2 ^ ft. 2 ft. 

2 % ft. 2 % ft. 

3 ft. 2 ft. 

4 ft. 2 ft. 
4 ft. | 2 ft, 


4 ft. 
6 ft. 
8 ft. 
8 ft. 
8 ft. 
8 ft. 
1 0 ft. 


4 bbl. 

6 bbl. 

9% bbl. 
1 2 bbl. 
1 2 bbl. 
1 5 bbl. 
1 9 bbl. 


7 8 lbs. 
108 lbs. 
146 lbs. 
167 lbs. 
154 lbs. 
1 8 3 lbs. 
22 5 lbs. 


$ 4.65 
5.95 
8.95 
9.85 
9.95 
11.25 
13.75 



Every tank absolutely guaranteed to give satisfaction. 




$1060 



Round Wood Storage Tanks 



Our large capacity wooden storage tanks are always 
shipped knocked down. Made of 2 inch pine, or 1% 
inch or 2 inch cypress. These tanks are all made witn 
straight staves. Hoops regularly furnished are flat, but 
we can furnish round rod type hoops at same prices, if 
ppecifled in order. Hoops are fitted with adjustable tank 
lugs for tightening. 

Prices quoted are for tank at Kansas City warehouse. 
In ordering be sure to state whether pine or cypress is 
wanted. Also state thickness. Tanks are easily 
a ssembled. an d fully guaranteed. 



Cat. No. 



Length 
of stave 
(ft.) 



Diam. of 
bottom 
(ft.) 



2EF53179 
2EF53171 
2EF53172 
2EF53173 
2EF53174 
2EF53175 
2EF53176 
2EF53177 
2EF53178 



6 
6 
5 
6 
8 

10 
6 
8 

10 



No. 
hoops 



Capacity 
(bbls.) 



22 
29 
23 
35 
61 
98 
47 
86 
136 



Price 2 in. I Price 
pine or VA made of 2 
in. cypress | in. cypress 



816.69 
1 8.90 
1 8.59 
22.59 
31.49 
41.99 
28.65 
3956 
61.95 



$24.50 
26.45 
25.85 
3159 
43.59 
56.59 
39.59 
54.75 
74.35 



We carry a fall line of 
Galvanized Steel Tank 
Towers for elevated stor- 
age tanks. Write as fully 
stating your requirements, 
and we will quote you very 
low prices on anything in 
this line. 



2EF3180 



Tank Covers for wood tanks up to 5 ft. diameter made of 1 in. I 2EF3181 

matched lumber. Hinged lid. Price, per sq. ft ' 



Tank Covers for wood tanks 6 ft diameter or 

thick 1 in. matched lumber, with 2J 'id** 



larger. Made of double 
Price, per so. ft 



16c 



KC 
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The Most Economical Floor Material on the Market 



For Bathroom, Kitchen and Vestibule Floors 

^ERAMIO Mosaic Floor Tile is used in modern homes for bathroom, kitchen, 
and vestibule floors, and in drug stores, buffets, banks, ice cream parlors, and 
store entrances. In hospitals and great hotels, where absolute cleanliness and spot- 
less purity is necessary. Ceramic Mosaic Floor Tile is used almost exclusively. In 
the store, its beauty is a trade puller; in the home, a delight to the housewife. 
Easily cleaned and extremely durable. 

No previous experience is necessary to lay this tile— complete and simple direc- 
tions are sent with each shipment. Can be laid over old floors, but best results 
are obtained with the regular concrete base. 

The three designs shown here can be furnished in coh rs, at slightly varying 
prices. Send the dimensions of the room to be tiled, and the design and colors 
desired, and let us submit an estimate. Our prices are the lowest and are quoted 
on first quality only. We sell direct from the factory to you, and are thus enabled 
to offer you this perfect floor material at bed-rock prices. 
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Simple Directions for Laying Floor Tile 

The foundation, not less than 3 inches deep, should allow from 2 to 2V6 inches 
for concrete and the remainder for the cement coat and tile. The concrete should 
consist of one part cement, two parts sharp sand and two parts gravel, all well 
mixed with water and beaten down. Next comes the cement coat, consisting of 
equal parts of sand and cement. This is sprer.d evenly, and the tiled sheets are 
laid carefully on it with the paper side up. Only part of the floor should be laid 
at a time, and when it has been covered, the tile should be beaten into the mortar 
with a block and hammer, until the mortar is visible in the joints between the paper. 
Then the paper should be thoroughly soaked and removed by starting from a corner 
and peeling it off slowly. Then the tile should be sprinkled with white sand, and 
the surface made perfectly level by beating it down. After this, the floor should 
set for two hours, and then the joints should be filled in with a thin mixture of 
pure liquid cement, the surplus cement being removed by wiping with a wet flan- 
nel. Let the floor stand for a day or two and then rub it with sharp sand and a 
piece of soft lumber. 

IMPORTANT: Care should be taken that the foundation and floors are made 
perfectly level, and that the sheets are laid close together to show no large joints. 
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HF50010— Red and white or black and white 
Ceramic Mosaic floor tile. Per square foot..... . .17c 

HF50011— Blue and white Ceramic Mosaic floor tile. 
Per square foot 20c 




2HF.T0O20^Red and white or black and white Ceramic 
Mosaic floor tile. Per square foot I6V2C 

55HF50021— Blue and white Ceramic Mosaic floor tile. 
Per square foot lO'Ac 



2HF50025— Bed and white or black and white Ceramic 

Mosaic floor tile. Per square foot ..18c 

2HF50026— Blue and white Ceramic Mosaic floor tile. 
Per square foot 2lc 



We Pack Mosaic Floor Tile in Boxes Containing 50 Square Feet ior Which a Net Charge of 20 Cents per 
Box is Made. All Tiling on This Page Shipped fro m Factory in West Virginia. 

PLEASING WALL COVERINGS 

Glazed Tiling makes a very 
handsome finish for door trims, 
I cane bases, stops and angles; for J 

bathroom, kitchen and vestibules. 
£ This is one of the most pleasing t 
r designs of the year. Send us a 
rough sketch or blue print of the 
room to be tiled. We will fur- 
nish an estimate free on the exact 
amount of tiling. Tiling is one 
of the most serviceable wall and 
floor coverings and one which al- 
ways looks neat and attractive, 
and is easy to keep clean. 

The above illustration shows our Sanitary 
Glazed White Tile. If you are building a new 
home, or remodeling an old one, do not fail to 
k use tiling wherever possible. It has a perfect, smooth surface, 
and is artistic and durable beyond any other material made for 
the purpose. Tell us what you intend covering with the tiling 
and we will send you a drawing showing how the tiling should be installed, including 
trimmings and other extras. 





Send size of bathroom wall, showing opening for win- 
dows and doors. We will submit price complete. 



2HF50000 

Body. Size, 6x3 inches. Per square feet. Each 29c 

Base. Size, 6x6 inches. Each 19c 

Cap. Size, 6x1 y 2 inches. Each 8c 

Angles and corners 12c 



MONTGOMERY WARD & CO.'S SPECIAL PLUMBING CATALOGUE 



/OU NEED THESE BOOKS 

Many lines of merchandise cannot be fully shown in our large Catalogue, on account of lack of 
space. We therefore issue several Special Catalogues, which contain very complete descriptions and 
illustrations of these different lines of merchandise. When considering the purchase of any of the 
goods represented in these Catalogues, be sure to send for our Special Books. To buy wisely and 
safely, you should take advantage of the splendid qualities and money-saving prices that they quote. 

Sent Free and Postpaid on Request — Write Today 




Guaranteed House 

PAINT- 



92c 



Per Gallon 
And Up 



You should get this Jew 
Paint Book before you buy 
your paints or paint materials. 

The more you need, the more 
you can save at our low prices. 
From this book you can buy 
a full gallon of good house 
paint, for 92c and up. We 
want you to try our Tower 
Brand Paint — the "big 
spread," long lasting, 100% 
pure paint. This new Paint 
Book shows 141 actual 
shades ; lists every kind of 
paint, painters' supplies, 
varnishes, oils and finishes, 
at prices from 15% to 40% low- 
er than you would pay over the counter at 
the store. Write today, for this free book. 




SAMPLES OF NEW WALL 
PAPER PATTERNS 

The present season has brought 
out a great number of new and 
pleasing Wall Paper patterns. In 

this book we show actual samples of 
the latest and most attractive designs. 
Our prices offer remarkable savings 
in wall coverings for every purpose, 
including appropriate designs and 
materials for every room in the 
house. Our complete instructions 
make it easy and distinctly profit- 
able to do your own papering. For 
economy and satisfaction, send for 
this free book. 



HREE MONEY- SAVING BOOKS FOR PROSPECTIVE BUILDERS 




Guaranteed 
Prepared 

Roofing 

Prepared roofings are handsome, long-lasting 
nd astonishingly economical. From the complete 
| ne of dependable and low-priced ready roofings 
| isplayed in this Free Catalogue, you will find 
I o difficulty in selecting a roofing that will exactly 
" flit your requirements. We also quote lowest 
ices on metal roofings and siding, building 
tcrs, and roofing trimmings and accessories 
every sort. 
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RELL VE 
FENCING 



a Our new fencing prices offer 
. -vorth-whlle economies in fenc- 
ing for every purpose. Whatever 
" K wour fencing needs may be, we 
£ re sure that you will find in 
s Catalogue the fencing that 
want — and at a much lower 
e than you would pay else- 
are. 



THE DAIRY 
BOOK 

Shows how to increase your 
profits and lessen your work. 

Full details of our New Im- 
proved Golden Harvest, close- 
skimming hand separator, and 
our new, wonderful "Automa- 
tic" — the separator that skims 
while you milk. Every farmer 
and dairyman should have this 
free book. 




Building Materials 

Save One -Third on Lumber 
and Materials 

Before making a single pur- 
chase of lumber, interior trim 
or any other kind of material, 
you should have this Building 
Material Book. It lists a 
thoroughly complete and up- 
to-date line of high-quality 
building materials, quoted at 
prices that assure positive 
savings of from 10% to 50%. 

You will find every item exactly as 
described in this book; every kind of 
material to be full value for the price 
you pay; and that you will make a 
distinct saving on every purchase. 

If you are planning any sort of 
building or repairs, make it a point to 
get this guide to building economy. 



Building Plans 
For Modern Homes 

Dozens of Plans and Drawings of attract- 
ive, up-to-date homes shown in our book 
"Building Plans for Modern Homes." No 
matter how large or how small your home is 
to be, you will find in this book just the 
plan to suit you. You can secure these plans, 
free, under our new Special Free Plan Offer. 
This book tells you how to secure the best 
plans, about how mucli your building will cost 
you, what extras will be required; and it 
shows how we can save you money in prac- 
tically every detail of home-building. The plans include houses, 
bungalows, flats, garages, portable buildings and barns. Before 
you plan your new home, be sure to send for this valuable book. 
Sent free, postpaid. 






GASOLINE 
ENGINES 

There's no time when you 
can't use a good gas engine 
profitably. Get this new book 
about our "Bull's Eye." We 
absolutely guarantee its effi- 
ciency, durability and reliabili- 
ty, and sell it on GO days' 
Free Trial. You can try the 
engine for Aty days at our 
risk. The prievs are the lowest 
quoted on first class engines. 
(>et the book now. It's free. 



AUTOMOBILE 
ACCESSORIES 

Dependable Automobile Sup- 
plies of every description are 

quoted here at prices that as- 
sure genuine economy. The up- 
to-dateness, the wide variety and 
the standard quality of our 
offerings in every necessity for 
the automobile owner, afford in- 
numerable opportunities to make 
worth-while savings. Read how 
we save you from 10 to 5 0 per 
cent on tires alone. 
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DO NOT PLACE 

YOUR ORDER FOR A 



HEATING PLANT 



I We furnish plans and instructions 
I for installing 



UNTIL YOU GET OUR ESTIMATE 



'19 1 «! 

Buys 
Complete 
Modern 
Hot Water 
Heating 
System 

for This House 

This proposal includes everything required to install a complete hot 
water heating system in this building, in a first-class workmanlike 
manner. The boiler furnished with this equipment is our No. 218 
"Improved Giant Windsor" Boiler, one of the best hot water heating 
boilers on the market at the present time. 

This boiler is rated at a capacity of 600 square feet of direct hot 
water radiation. We will furnish a total of 320 square feet of direct 
hot water radiation divided up into nine radiators, properly distributed 
throughout the different rooms in the building. Everything to the 
very last detail included, such as radiator bronze, pipe covering, etc. 
We furnish full plans and instructions for installing. Any man handy 
with tools can easily install our heating systems by following the 
simple plans and instructions. Detailed specifications of this proposal 
sent free on request. Plant is fully guaranteed. 





$ I75§? 

For 
Complete 
Hot Water 

Heating 

System 

for This House 

This proposal includes all material required to install modern hot 
water heating plant in above building, with full plans and instructions/ 
for installing. With this outfit we will furnish one of our Jfo. 218 
round "Improved Giant Windsor" Boilers, having a rated capacity cf 
GOO square feet of direct hot water radiation. We will furt&sj? a total 
of 270 square feet of direct hot water radiation made up ifef 
radiators, properly distributed throughout the different roon| 
building. 

This proposal includes all piping, valves, fittings, heat 
expansion tank, altitude gauge, thermometer, etc.. pipe coi 
decorating bronze — in fact, everything necessary to instalT 
job in first-class shape. Any man handy with tools can eas 
our heating systems by following the simple plans and instrui! 
Plant is fully guaranteed. Detailed specifications of this proposal sent 
free on request. 




23350 

Buys 
Hot Water 
Heating 
System 
For This 
Building 

Includes everything required to completely equip this building with 
a modern hot water heating system. Our "Improved Giant Windsor" 
Boiler. No. 221, rated 825 square feet of direct hot water radia- 
tion, is furnished with this plant, including all piping, valves, fittings, 
hangers, expansion tank, heat generator, pipe covering, decorating 
bronze, not a single detail omitted. 

This proposal includes a total of 405 square feet of direct hot water 
radiation, properly distributed throughout the different rooms. We 
furnish complete blue print plans and instructions for installing. Any 
man handy with tools can easily install pur heating systems by fol- 
lowing the simple plans and instructions. Plant is fully guaranteed. 
Detailed specifications of this proposal sent free on request. 




262^ 




For 
Complete 
Hot Water 

Heating 

System 

for This Large 
Residence 

Our complete hot water heating equipment for this modern home, 
includes our "Improved Giant Windsor" Boiler, No. 321, having 

rated capacity of 925 square feet of direct hot water radiation. Wf 
will furnish a total of 475 square feet of radiation, divided up ir.K 
ten radiators, properly distributed throughout the different rooms I 

This proposal includes all piping, fittings, valves, in fact comp 1 ' 
equipment required for installing a modern heating system in tK. j 
building, as described, Plant is fully guaranteed. Proposal inch les^ 
complete detailed plans and instructions for installing, so that any r n 
handy with tools can easily do the work. Detailed specifications f 
this proposal furnished free on request. 



WE GUARANTEE SATISFACTION 

Remember, every one of our hot water heating systems is backed by our broad and binding 
guarantee. Our heating systems are estimated by skilled engineers, and every plant is abso- 
lutely guaranteed to maintain the specified temperatures in the coldest weather that you 
will ever experience in your locality, Jf our simple plans and instructions axe followed, 
success is assured. 

TO GET OUR ESTIMATE 

Get one of our special Heating Information blanks. Fill it out carefully. Return it to 

us, and our engineers will figure a complete heating system for you. Our complete proposal, 

with detailed specifications, will be sent to you by return mail. Any ordinary mechanic can 

install our modem heating systems. You will be surprised at the very low price we 
can make you. 



BE SURE TO WRITE FOR OUR — 

SPECIAL HEATING CATALOG 

MODERN HOME HEATING 



Our special heating Catalogue, "Modern Home Heating," fully explains our great heating 
proposition. Contains much valuable information concerning every phase of the home heating 
problem. Write today for a free copy of this valuable book. We want you to have a copy 
of this book, whether you wish to order or not. Sent Free, Postpaid, to any address. 



Address all inquiries on heating plants to our Chicago otlice 
MONTGOMERY WARD & CO., Belmont Station, KANSAS CITY 

NEW YORK, r-MCAGO, KANSAS CITY, FORT WORTH, PORTLAND 



